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Twelfth  Annual  Report 

OF  THE 

BOARD   OF   DIRECTORS 

OF  THE 

Underwriters'  Fire  Patrol  of  San  Francisco 

For  the   Year  Ending  December  31st,  1886. 


At  the  Annual  Meeting  of  this  Corporation,  regularly  held  in  January 
last,  the  following  named  gentlemen  were  elected  Directors  to  serve  for  the 
ensuing  year,  viz : 

DIRECTORS: 

Wm,  Macdonald,  George  Easton, 

H.  E.  Mann,  Wm.  J.  Landers, 

E.  E.  Potter,  Robert  Dickson 

Chas.  A.  Laton. 


OFFICERS: 
Chas.  A.   Laton,  President.  Robert  Dickson,  Vice-President. 

Wm.  J.   Landers,  Secretary  and  Treasurer. 


Headquarters  of  the  Patrol  and  Station  No.  I,  at  the  southwest  earner  of  Stevenson 

and  Ecker  Streets. 
Station  No.  2,  Grove  Street,  between  Larkin  and  Polk  Streets,  near  the  New  City 

Hall. 

SAN     FRANCISCO. 


DIRECTORS7  REPORT. 


San  Francisco,  January  20,  1887. 
To  the  Members  of  the  Underwriter!?  Fire  Patrol  of  San   Francisco: 

Gentlemen:  The  Board  of  Directors  beg  leave  to  band  you  herewith 
the  twelfth  annual  report  of  the  operations  of  this  Corporation. 

The  year  lias  been  one  of  much  activity  for  the  Patrol.  There  have  been 
vastly  more  fires  than  during  the  preceding  year,  and  the  losses  by  fire  have 
been  very  much  more  severe  than  during  1885.  All  of  the  operations  of  the 
Patrol  during  the  past  year  have  been  conducted  in  a  satisfactory  manner, 
and  with  marked  success  in  the  saving  of  property.  The  apparatus,  horses, 
etc.,  belonging  to  this  Corporation  are  all  in  good  working  order,  and  we  have 
every  reason  to  believe  that  they  will  continue  so  to  be,  under  the  direction  of 
Captain  Eussell  White.  The  Patrol  is  endeavoring  to  cover  a  very  large  pro- 
portion of  the  city  with  its  two  Stations.  Station  No.  2  is  compelled  to  make 
some  very  long  runs  in  response  to  alarms  from  outlying  districts,  neverthe- 
less the  Directors  have  had  under  consideration  the  propriety  of  extending 
the  runs  of  Station  No.  2  even  farther  than  they  are  at  present  expected  to 
go,  owing  to  the  fact  that  in  the  western  and  north  western  sections  of  the  city 
there  is  an  important  increase  in  the  amount  of  valuable  property. 

Of  course  it  must  be  well  understood  that  the  Patrol  is  somewhat  at  a 
disadvantage  in  answering  alarms  from  very  distant  boxes,  nevertheless  the 
Directors  have  considered  it  wise  to  do  as  much  service  as  is  pos<il>lc.  For 
such  other  information  as  is  pertinent  and  important,  reference  is  hereby 
made  to  the  report  of  Captain  Russell  White. 

The  Directors  take  pleasure  in  referring  with  much  commendation  to  the 
excellent  service  and  deportment  of  all  of  the  members  of  the  Patrol  fence 
during  the  year  which  has  just  closed. 

The  Inspection  Bureau  (an  epitome  of  the  operations  of  said  Bureau 
which  appeai'ed  in  the  last  animal  report)  lias  been  discontinued  as  an  adjunct 
of  the  Underwriters'  Fire  Patrol,  and  is  now  being  conducted  separately. 

The  Directors  beg  leave  to  refer  with  no  small  amount  of  pleasure  to  the 
continued  co-operation  and  kindly  feeling  which  exists  between  tin'  San 
Francisco  Fire  Department  and  the  Underwriters'  Fire  Patrol  of  San  Fran- 
cisco. It  is  to  be  hoped  that  this  state  of  things  will  always  exist,  because  of 
the  satisfactory  results  which  are  reached  on  this  account,  The  same  thin-  i- 
said  with  reference  to  the  Fire  Alarm  and  Police  Telegraph,  Police  depart- 
ment, Fire  Marshal,  Telephone  Companies,  and  a  host  of  friends  and  well- 
wishers  generally.  The  Directors  are  pleased  to  extend  their  warmest 
congratulations  to  our  veteran  Chief  Engineer,  David  Scannell,  Ks<p,  also  to 
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all  of  his  Assistants  and  Subordinates  in  the  Fire  Department.  With  many 
thanks  and  good  wishes  to  Supt.  Cnrran  and  his  Assistants  of  the  Fire  Alarm 
and  Police  Telegraph,  likewise  to  Charles  Towe,  Fire  Marshal,  and  to  Chief 
of  Police  Crowley,  and  to  the  several  officers  and  members  of  the  Police  force. 
All  of  which  is  very  respectfully  submitted, 

Eob't  Dickson,    Vice-President, 

H.  K.  Mann, 

Geo.  Easton, 

E.  E.  Potter,  \Directors. 

Wm.  Macdonald, 

Wm.  J.  Landers,  Sec.  &  Treas. 

Chas.  A.  Laton,  President. 


REPORT  OF  CAPTAIN   WHITE. 


Headquarters  Underwriters'  Fire  Patrol, 
Sax  Francisco,  .January  20,  1887. 
To  tl«'  President  and  Board  of  Directors  of  the   Underwriters'  Fire  Patrol: 

Gentlemen:  I  am  pleased  to  submit  to  you  my  Twelfth  Annual  Report 
for  your  consideration.  It  embraces  a  review  of  the  duties  performed,  report 
of  fires  which  have  occurred,  the  locations  of  same,  losses,  amount  of  insur- 
ance involved,  etc..  etc. 

During  the  past  twelve  years  (and  for  years  prior-  thereto)  there  has  been 
a  large  amount  of  valuable  property  destroyed,  by  reason  of  the  flow  of  water 
(used  at  fires)  into  basements  and  to  adjoining  basements  and  cellars. 

During  the  past  year  this  Corporation  instructed  and  authorized  the 
Directors  to  procure  a  Steam  Pump,  to  be  used  for  the  purpose  of  promptly 
removing  water  from  basements  and  cellars,  as  above  referred  to.  This  Steam 
Pump  lias  proved  itself  to  be  a  most  valuable  addition  and  auxiliary  to  the 
other  service  performed  by  this  organization.  Al most  as  soon  as  the  Steam 
Pump  was  completed  and  ready  for  action  it  was  made  use  of  at  the  Antisell 
lire  on  Ellis  street.  It  worked  admirably,  securing  an  estimated  salvage  of 
about  $20,000.  The  Pump  was  again  made  use  of  at  the  Schmidt  Label  and 
Lithographic  Company  and  Tatum  &  Bowen  fire  on  Main  street.  In  tins 
instance',  experts  placed  the  salvage,  by  reason  of  the  service  performed  by 
the  Pump,  at  about  $15,000.  This  very  useful  and  well-constructed  piece  of 
machinery  was  manufactured  by  the  Dow  Steam  Pump  Works,  of  this  city.  In 
brief,  the  specifications  of  the  construction  of  this  Salvage  Steam  Pump  are 
as  follows:  Height  of  the  pump  from  the  ground  to  the  top  of  the  smoke- 
stack, '.»  feet,  3  inches;  length  of  the  apparatus  over  all,  including  pole,  24  feet, 
6  inches;  weight,  8,760  pounds;  steel  boiler,  36  inches  in  diameter  by  6  feet,  6 
inches  high,  containing  211  1 '  inch  tubes;  total  beating  surface,  198  square 
feet;  two  7  inch  suctions  and  two  7  inch  discharge  outlets  to  the  pump;  diam- 
eter of  the  cylinder  of  the  engine,  10  indies;  diameter  of  the  plunger  of  the 
pump,  16  inches;  length  of  stroke,  IS  inches;  capacity  of  the  pump,  per  stroke, 
15  gallons;  capacity  of  same  at  140  strokes  per  minute.  2,100  gallons.  Con- 
nected with  this  Steam  Pump  is  a  hose-wagon,  being  fully  equipped  as  fol- 
lows: 8  lengthsof  7  inch  suction,  12  feet  each, making  96  feet;  2(H)  feel  of  I<> 
inch  canvas  hose;  1  strainers;  1  sacks  coal,  rope,  wrenches,  etc.,  etc.  This  steam 
pump  and  bose-wagOU  are  housed  at  Station  No.  1,  so  arranged  as  that  the 
steam  pump  can  be  placed  in  service,  day  or  aighl  within  ten  minutes'   time. 

All  of  the  apparatus  of  the  Clnderwiters'  Fire  Patrol  is  in  line  condi- 
tion.     The    horses   are  all    in   good    trim,  with    two  exceptions,  namely,  "  Old 
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Tiger,"  who  has  so  faithfully  performed  his  duty  for  nine  years,  is  now  about 
16  years  old,  and  is  beginning  to  show  unmistakable  signs  of  old  age,  and  not- 
withstanding lie  lias  been  a  most  magnificent  animal,  he  will  soon  lie  unfit  for 
active  service.  The  gray  mare,  known  as  "Mary,"  at  Station  No.  2,  is  also  in 
poor  condition  and  will  soon  have  to  be  replaced  by  a  more  suitable  animal. 

Daring  the  past  year  we  have  been  very  unfortunate  by  reason  of  the  loss 
of  covers,  eighty-six  (86)  of  these  were  destroyed  at  two  fires;  in  both  of  these 
instances,  it  was  a  case  of  men  or  <-<ii;  ,■*,  and  we  chose  to  save  the  men.  I  am 
exceedingly  sorry  to  be  compelled  to  chronicle  the  loss  of  so  many  covers 
belonging  to  this  Corporation,  but  it  could  not  possibly  be  helped. 

I  am  pleased  to  state  that  no  accident  has  taken  place  during  the  year, 
causing  permanent  or  very  serious  injury  to  any  of  the  members  of  the  force. 
This  is  something  to  be  gratified  over. 

I  desire  to  call  your  attention  to  the  increasing  number  of  dwellings  and 
retail  stores  in  what  is  known  as  the  "  Western  Addition,"  some  of  which  have 
thus  tar  been  unprotected  by  the  Patrol.  I  would  suggest  that  when  the  lease 
of  the  ground  now  used  by  Station  No.  2  expires,  that  an  effort  be  made  to 
secure  a  location  at  a  point  somewhat  further  north,  and  possibly  a  little  fur- 
ther west. 

It  is  my  pleasure  to  state  that  all  of  the  members  of  the  Patrol  force  have 
responded  promptly  to  all  calls,  and  have  performed  their  duty  with  efficiency, 
in  every  department  of  their  work. 

I  desire  to  express  my  many  obligations  to  the  President  and  Board  of 
Directors,  for  their  earnest  support  and  ready  co-operation  in  all  of  the  efforts 
which  I  have  been  pleased  to  put  forth  in  connection  with  this  enterprise.  I 
also  desire  to  express  like  obligations  to  David  Scannell,  Esq.,  Chief  Engineer 
of  the  San  Francisco  Fire  Department,  who  has  continually  extended  his  help 
and  good-will  towards  the  Patrol.  Also  for  favors  and  attentions  of  various 
kinds  from  the  Board  of  Fire  Commissioners,  the  Assistant  Engineer  and  all  of 
the  officers  and  members  of  the  Fire  Department,  also  from  Charles  Towe, 
Fire  Marshal ;  John  Curran,  Superintendent  of  the  Fire  Alarm  and  Police 
Telegraph,  and  his  efficient  force  of  operators.  Also  from  the  Chief  of  Police, 
his  officers  and  the  members  of  the  Police  Department,  who  have  on  all  occa- 
sions co-operated  willingly  with  the  Patrol  force,  and  are  entitled  to  my  warmest 
thanks. 

All  of  which  is  resjjectfully  submitted, 

BUSSELL  WHITE, 
Ooptavn  Firr  Pairol. 
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1ST  OF  THE  MEMBERS  <>F  THE  PATROL  FORCE 
Station   No.   1. 


Position. 

Names. 

A. .10. 

No.  of  Badge, 

Charles  II.  Okell 

32 
35 
26 
32 
24 
31 
29 
22 
39 

One 

Two 

William  I.  Nash 

Six 

Eighl 

l'rank  James 

('has.    Harris 

Three 

Station  No.  2. 


John  F.  0.  Comstock 

33 

28 
27 
28 
24 

Ten 

W.  T.  Thoney 

Russell  White,  Captain  of  the  Force,  age  14. 
Headquarters,  Station  No.   1. 


APPOINTMENTS,  RESIGNATIONS,  ETC.,  DURING  THE  YEAR. 
Resignations. 

James  Igo,  resigned  October  2,  1886,  to  enter  other  business. 
0.  P.  Huntress,  resigned  December  31,  1886,  to  enter  other  business. 
James  Cavanaugh,  resigned  June  13,  1886,  to  enter  other  business. 
James  Meloney,  resigned  May  13,  1886,  to  enter  other  business. 

Appointments. 

Carl  Hartwig,  appointed  February  17,  1886. 
Frank  James,  appointed  June  25,  1886. 
( lharles  Tules,  appointed  December  15,  1886. 
Charles  Harris,  appointed  December  15,  1886. 
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TOTAL   NUMBER  OF  ALARMS  RECEIVED  DURING  THE  YEAR. 

Received,  all  told 405 

( >f  u  bich  there  were  Bell  Alarms 299 

Still   Alarms 33 

Telephone  and  American  District  Telegraph  Alarms 73 

Total 405 


SERVICES  PERFORMED  BY  THE  PATROL  FORCE. 

Hours  in  active  service 371  hours  59  minutes. 

Number  of  Fires  extinguished 21 

"        "    Extinguishers  used 39 

"    Covers  spread 1,179 


COVERS  DESTROYED  AT  FIRES. 

March  7th,  Box  No.  135,  Covers  burnt 1 

April  30th,  Box  No.  48  (Bancroft  fire),  Covers  burnt 70 

June  17th,  Box  No.  43  (Antisell  fire),  Covers  burnt 15 

Total 86 


LOCATION  AND  DATE  OF  FIRES  EXTINGUISHED  BY  THE 
PATROL  FORCE. 

Jan.  3d.     529  Mission  street Sawdust  Repository 

Feb.  27th.     307  Hayes  street Grocery  Store 

March  25th.     1148  Mission  street Carriage  Factory 

April  2d.     49  Jessie  street Dwelling 

"  12th.     29  Kearny  street Fur  Clothing  Factory 

"  27th.     119  Dupont  street Glove  Factory 

May  10th.     21  (>  Golden  Gate  Avenue Hair  and  Wig  Factory 

"  13th.     2(12  First  street ( rrocery  Store 

"  13th.     527  Mission  street Grocery  Store 

June  8th.     4KJ  Kearny  street Bakery 

July  4th.     511  Mission  street Lodging  1  louse 

"  4th.     70S  O'Farrell  street Dwelling 

Aug.  12th.     311-315  Mission  street Machine  Shop 

"  14th.     1049  Market  street Book  Store 

"  22d.      Fourth  and  Berry  streets Saloon  and  Dwelling 

"  24th.     Second  near  Howard  street Hotel 

"  29th.     20  Birch  Avenue Dwelling 

Sept.  28th.     62  Jessie  street Dwelling 

Dec.  13th.     8-10  Stevenson  street Silversmith  and  Paint  "Works 

"  24th.     325  Turk  street Chinese  Wash-house  and  Fruit  Store 
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THE    FOLLOWING  WILL  SHOW  THE    NUMBER    OF  COVERS 
USED   AT  76   FIRES. 


Fi 


res  of   1  Cover  each 

<            2       ' 

" 

3      ' 

(          a 

4      ' 

" 

5      ' 

'          " 

6      ' 

'          " 

'           7      ' 

(         a 

8      ' 

' 

'           9      ' 

<          u 

10      ' 

i          u 

11       ' 

t          « 

12      ' 

(       « 

13      ' 

" 

15       ' 

<          u 

17 

i          (( 

19      ' 

(            u 

8 
10 
6 
4 
45 
12 
35 
32 
18 
40 
11 
12 
26 
105 
17 
19 


400 

779 


Total  number  of  covers  used. .  1,179       76     Total  number  of  fi 


1  Fire  of  20  Covers  each 


1   " 

22 

1   " 

23 

1   " 

24 

1    " 

25 

3     " 

27 

2     " 

28 

2     " 

29 

1     " 

30 

1     " 

32 

2     " 

36 

1     " 

38 

1     " 

41 

1     " 

60 

1     " 

70 

1     " 

127 

21 

55 

20 
22 
23 
24 

25 
81 
56 
58 
30 
32 
72 
38 
41 
60 
70 
127 


ALARMS  ATTENDED  AND  DUTY  PERFORMED  BY  THE  PATROL 
FORCE  SINCE  ITS  ORGANIZATION. 


Year. 

Alarms. 

Covers  Spread. 

Hours  Duty. 

1875 

168 
322 
372 
370 
344 
352 
380 
343 
392 
319 
314 
405 

206 
1,136 
1,269 
1,163 

808 
1,129 
1,140 
1,019 
1,133 
1,003 
1,422 
1,179 

H.    M. 

132  15 

1876 

219  59 

1X77 

229  46 

1878 

194  10 

1879 

175  10 

1880 

225  40 

1881 

312  20 

1882 

275  50 

1883 

287  30 

1884 

211  15 

1 885 

273  10 

1886 

371  59 

Total 

4,081 

12,597 

2,809  04 
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GRADE  OF   LOSSES  1886. 


No. 

Losses. 

Aggregate. 

Average. 

132 

Under  $100                                                     

s  .",  000  40 

$      28  70 

so 

|100  to  $1  000 

31,166  7:; 
171,415  06 
88,084  (i7 
27,788  95 
35,051  38 

389  58 

$1,000  to  $10,000 

3,111   18 

6 

1 

sin. noil  t..  siin.noo 

S-'il  dill)  to  Sod, (100 

14,680  07 

1 

s:;o  ooo  to  x4o,oo0 

DURING    THE    PAST    YEAR    THE    LOSS    AT    FIVE    (5)     FIRES 
AMOUNTED   TO  $1,664,314.30,  VIZ:— 

April  30th,  Bancroft  Fire $  946,587   17 

May  24th,  Brannan  Street  Fire 65,229  90 

June  17th,  Antisell  Fire 90,669  16 

June  20th,  Tatum  &  Bowen  Fire 196,068  82 

August  21st,  Brannan  Street  Fire 364,759  25 

Total $1,664,314  30 

Note. — The  estimated  amount  saved  t"  Underwriters  during  the  year  by  the  Patrol,  is 
very  much  larger  than  during  any  preceding  year.  It  is  nol  deemed  necessary  to  state  the 
approximation  in  actual  figures. 


STILT,  ALARMS    REPORTED    BY   SAX    FRANCISCO    FIRF 
DEPARTMENT. 

Oct.  17th,  No.  200  Pacific  street.      Loss,   $10.      Cause,   upsetting  coal-oil 

6.19  P.  M.  lamp.      Lodging-house. 

Oct.  21st.  Nos.   1201-1205  Stockton  street.     Loss.  $500.     Cause,  gas-light 

6.15  p.  m.  in  show  window.     Dry-goods  store. 

Nov.  6th,  No.  6  O'Farrell  street.     Loss,  820.     Cause,  spark  from  chimney. 

10.40  a.  >r.  Club-house. 

Nov.  17th,  No.    11    Harriet    street.      Loss.  $31.      Cause,    carelessness   with 

5.04  p.  m.  matches.     Dwelling. 

Nov.  25th,  No.  1922  Sacramento  street.     Loss.  sin.     Cause,  defective  grate. 

4  30  a.  M.  Dwelling. 

Dec.  20th.  No.  628  Battery  street.     Loss,  $21.     Cause,  defective  stove-pipe. 

0.4(1  a.  M.  Restaurant. 

Dec  23d.  No.  2217  California  street.     Loss,  $25.     Cause,  defective  chimney. 

8.15  A.  M.  Dwelling. 

Dec.  24th.  No.    1525    Broadway   street.      Loss,    $250.      Cause,    incendiary. 

1  p.  m.  Dwelling. 

The  above  alarms  were  reported  by  the  officers  of  the  Fire  Department  to 
the  Fire  Marshal,  but  were  not  attended  by  the  Patrol. 
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CONDENSED  SCHEDULE  OF  PROPERTY  ON  HAND  AT  THE 
PATROL  STATIONS. 

No.  1  Station,  33  Stevenson  Street,  corner  of  Eoker  Street. 

I  Iorses 5 

Wagon  (Mercantile  District,  large) 1 

Wagon  (Hill  District,  smaller) 1 

Wagon  (spare),  fully  equipped 1 

Buggy  (for  Captain's  use) 1 

Covers 295 

Steam  Salvage  Pump  (for  pumping  water  from  basements  and  cellars  after 

fire) 1 

Hose  (or  pump  supply)  wagon 1 

Together  with  all  other  equipments. 


No.  2  Station,  Grove  Street,  between  Larkin  and  Polk  Streets. 

Horses 2 

Wagon — for  regular  service 1 

Covers 61 

Together  with  all  other  equipments  suitable  for  the  Service. 


Covers  in  use  by  San  Francisco  Fire  Department 2 

Covers  loaned  to  Oakland  City  Fire  Department  (in  bad  order) 12 


[    13    ] 
TREASURER'S    REPORT 

— OF — 

Receipts  and  Disbursements 

For  the   Year  ending  December  31st,  1886. 


I   herewith   submit   my   report   as   Treasurer   of  the  Underwriter's  Fire 
Patrol  of  San  Francisco  for  the  year  ending  December  31st,  1886. 

1886.  Receipts. 

Balance  from  1885 $1,391  02 

Jan.    31.     Assessment  No.  44,  levied  on  returns  of  De- 
cember 31st,  1885 $7,831  35 

April  30.     Assessment  No.  45,  levied  on  returns  of  March 

31st,  1886 7,208  70 

July   31.     Assessment  No.  46,  levied  on  returns  of  June 

30th,  1886 7,898  75 

Oct.    31.     Assessment  No.  47,  levied  on  returns  of  Sep- 
tember 30th,  1886 8,244  05 

$31,182  85 
Less  amount  refunded  Northwestern  National 

Insurance  Co.,  by  order  of  Directors 16  95 

31,165  90 

Dec.    31.     Horse  Account,  (sale  of  horse) 125  00 

Balance,  consisting  of  overdraft   Anglo-Cali- 
fornia bank,  per  bank-book 1,390  80 

$34,072  72 

Disbursements. 

Dec.    31.     Pay-roll ., $17,450  00 

General  Expenses,  including  repairs 5,065  35 

Salvage  Pump  and  Appurtenances  (cost  of) 2,766  82 

Purchase  of  100  covers 2,727  00 

Bent $2,640  00 

Less  received  from  portion  of  premises. .  . .      240  00 

2,400  00 

Inspection  Bureau,  to  June  1st,  1886 2,382  10 

Bragg  (compromise   of  suit).     License   for   use  of  his 

devices 1,000  00 

Attorney  Fees 250  00 

Taxes  .'. 31  45 

$34,072  72 


WM.  J.  LANDEES,  Treasurer, 
Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  7,  1887. 


[    14    ] 
STATEMENT 

OF 

RECEIPTS  AND  DISBURSEMENTS 

OF   THE 

Underwriters'  Fire  Patrol  Relief  Association. 

For  the  Year  ending  (December  31st,  1S86. 


1886.  Receipts. 

Balance  from  1885 $2,133  55 

July    1.     Interest  on  deposits $     40  87 

Oct.  20.     Collected  from  Accident  Insurance  Co.  on  claim 

of  Carl  Hartwig 43  80 

Dec.  17.     Collected  from  Accident  Insurance  Co.  on  claim 

of  A.  D.  Yost 24  30 

Dec.  31.     Interest  on  deposits 38  69 

147  66 
$2,281  21 

DISBURSEMENTS. 

Aug.  18.     Accident  Insurance  Premiums $    149  07 

Aug.  18.     Paid  claim  of  ( 'ail  I Iartwig $      44  30 

Dec.  18.     Paid  claim  of  A.  D.  Yost 24  30 

68  60 
Dec.  31.     Balance  on  deposit  in   Hibernia  Savings  and 

Loan  Society 1,662  05 

Dec.  31.     Balance  on  deposit  in  Security  Savings  Bank..      405  79 


$2,067  84 
Less  due  Treasurer 4  30 


2,063  54 

$2,281  21 


WM.  J.    LANDERS, 

Secretary  and  Treasurer. 

Beadquarters  U.  K.  P.  Relief  Association, 

San  Francisco,  January  7th,  1887. 
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FIRE    RECORD. 


—  OF  — 

Fires  and  Alarms: 

Duty  Performed  and  Covers  Spread 
By  the   Patrol, 

For  the  year  ending  December  j/,  1886. 


JANUARY. 

Friday,  No.  835  Sacramento  street. 

1st,  False  alarm.     Coupe  wanted. 

1.42  A.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Friday,  Corner  of  Green  and  Dupont  streets. 

1st,  False  alarm. 

10.10  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  forty  minutes. 

Sunday,        No.  529  Mission  street.     Three-story  frame  building. 
3d,  Cause  of  fire,  carelessness  with  matches. 

2.05  A.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty-five  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  $2,000.     Loss,  $5.     No  claim. 
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Sunday,  No.  1 4oo  Jackson  street. 

3d,  Needless  alarm  ;  chimney  burning. 

6.05  p.  m.,  Responded  to  by  the  Captain. 

Box  126.  In  service  fifty  minutes. 

Tuesday,       No.  3020  Pine  street  (rear).     One-story  frame  stable. 

5th,  Cause  of  fire,  children  with  matches. 

1.05  i'.  m.,     Responded  to  by  the  Captain. 
Box  325.        In  service  one  hour. 

Loss  on  properly  not  insured,  $5. 

Tuesday,       No.  2215  Lark  in  street.     One-story  frame  dwelling. 
5th,  Cause  of  fire,  mice  and  matches. 

11.28  p.  m.,    Kesponded  to  by  the  Captain. 
Box  123.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $7.50. 
Loss  on  property  not  insured,  $50. 

Friday,        No.  145  Ellis  street.     Five-story  brick  building. 
8th,  Cause  of  fire,  lace  curtains  blown  in  grate. 

10.10  a.  m.,     Kesponded  to  by  Station  No.  2. 
Telephone.      In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $50. 

Saturday,  No.  637  Minna  street. 

9th,  Needless  alarm ;  chimney  burning. 

1.30  p.  m.,  Responded  to  by  Station  No.  2. 

Box  183.  In  service  thirty  minutes. 

Sunday,        Nos.  406-410  Market  street.     Four-story  brick  buildings. 

10th,  Cause  of  fire,  defective  stove. 

1.50  A.  M.,     Responded  to  by  Stations  Nos.  1  and  2. 
Box  37.        In  service  two  hours  and  thirty  minutes. 
Covers  spread,  thirty-two. 
Extinguishers  used,  two. 

Insurance  on  buildings,  $6,250.     Losses  paid,  $320. 
Insurance  on  contents,  $43,000.     Losses  paid,  $10,973.25. 
Loss  on  property  not  insured,  $25. 

Wednesday,    No.  671  Howard  street.     Three-story  frame  building. 

13th,  Cause  of  lire,  carelessness  with  candle  near  turpentine. 

7.27  p.  M.,     Responded  to  by  Station  No.  1. 
Box  61.         In  service  twenty  minutes. 

Loss  on  property  not  insured,  50  cents. 
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Friday,        No.  529  Post  street.     Two-story  frame  dwelling. 
15th,  Cause  of  fire,  defective  stove. 

2.13  A.  M.,      Responded  to  by  Station  No.  1. 
Box  42.        In  service  forty  minutes. 

Insurance  on  building,  §1,333.     Loss,  $10.     No  claim. 
Loss  on  property  not  insured,  825. 

Saturday,      No.  415-417  Jackson  street.     Two-story  brick  building. 

16th,  Cause  of  tire,  carelessness  with  candle. 

'J.44  a.  M.,      Responded  to  by  Station  No.  1. 
Box  18.        In  service  forty  minutes. 
Loss,  §25.     No  claim. 

Sunday,        Nos.  819-823  Market  street.     Two-story  frame  buildings. 
17th,  Cause  of  fire,  supposed  incendiary. 

8.41  p.  M.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  three  hours. 

Covers  spread,  twenty-seven. 

Insurance  on  buildings,  §2,500.  Losses  paid,  §750. 
Insurance  on  contents,  §7,550.  Losses  paid,  §2,628. 
Loss  on  property  not  insured,  $800. 

Tuesday,       No.  1506  Folsom  street.     Two-story  frame  dwelling. 

19th,  Cause  of  tire,  defective  stove. 

9.43  a.  M.,     Responded  to  by  Station  No.  2. 
Box  79.        In  service  forty  minutes. 

Insurance  on  building,  $1,200.     Losses  paid,  §25. 
Insurance  on  contents,  §300.     Loss,  §10.     No  claim. 

Tuesday,       Nos.  40-58  Third  street.     Two-story  frame  and  four-story  brick 

19th,  buildings. 

6.09  p.  M.,     Cause  of  fire,  unknown. 
Box  61         Responded  to  by  Stations  Nos.  1  and  2. 
and  In  service  two  hours  and  thirty  minutes. 

Telephone.      Covers  spread,  thirty-six. 

Insurance  on  buildings,  §35,000.  Losses  paid,  §2,280.  . 
Insurance  on  contents,  §61,700.  Losses  paid,  §9,490.50. 
Loss  on  property  not  insured,  §1,200. 

Wednesday,  Mission  and  Randall  streets.     Two-story  frame  dwelling. 

20th,  Cause  of  alarm,  wind  blowing  building  down. 

11.01  A.  M.,  Responded  to  by  the  Captain. 

Box  284.  In  service  one  hour  and  thirty  minutes. 


Wednesday,  S.  W.  corner  of  Santa  Clara  street  and  Potrero  avenue. 

20th,  Cause  of  alarm,  wind  blowing  building  down. 

12.46  p.  St.,  Responded  to  by  the  Captain. 

Box  238.  In  service  one  hour. 
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Wednesday,    No.  562  Natoma  street.     Two-story  frame  dwelling. 

20th,         Cause  of  fire,  upsetting  of  coal-oil  Lamp. 
7.45  p.  m.,     Responded  to  by  Station  No.  2. 
Box  7.">.        En  service  forty  minutes. 

[nsurance  on  building,  $420.     Losses  paid,  885. 
Loss  on  property  not  insured,  $25. 

Thursday,      No.  L32  Pacific  street.     Two-story  frame  building. 

21st,  Cause  of  fire,  carelessness  with  candle. 

8.01  a.m.,     Responded  to  by  Station  No.  1. 
Box  13.         In  service  fifty  minutes. 
Covers  spread,  two. 

[nsurance  on  building,  §3,000.     Loss,  $10.     No  claim. 
Insurance  on  contents,  §500.     Losses  paid,  §105. 

Friday,         No.  57  Shipley  street.     Two-story  frame  building. 
22d,  Cause  of  lire,  unknown. 

2.30  p.  jr.,     Responded  to  by  Station  No.  2. 
Box  158.       In  service  fifty  minutes. 

Insurance  on  building,  §200.     Losses  paid,  §135. 
Loss  on  property  not  insured,  §101). 

Saturday,  No.  408  California  street. 

23d,  Needless  alarm  ;  smoke  in  office;  defective  chimney. 

8.40  A.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,       No.  152-154  New  Montgomery  street  (rear).     Two-story  fr 

23d,  mattress  factory. 

G.58  p.  m..     Cause  of  fire,  unknown. 
Box  01.        Besponded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  twenty-nine. 

Insurance  on  contents,  §4,000.     Losses  paid,  §2,069.07. 

Loss  on  property  not  insured,  §500. 

Saturday,  No.  217  Post  street. 

23d,  False  alarm. 

9.01  P.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Monday,       Chenery  street,near  Thirty-first  street. 
25th,  Cause  of  lire,  detective  dry-room. 

8.03  a.  m.,     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour. 

Loss  on  property  not  insured,  $900. 


Two-story  frame  laundry. 
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Monday,       No.  15-17  Trinity  street.     Three-story  brick  building. 
25th,  Cause  of  fire,  unknown. 

10.20  P.  m..     Responded  to  by  Stations  Xos.  1  and  2. 
Box  46.  In  service  two  hours  and  thirty  minutes. 

(  overs  spread,  seventy. 

Insurance  on  buildings,  $13,000.      Losses  paid,  82,430. 
Insurance  on  contents.  824,710.      Losses  paid,  $3,953.20. 
Loss  on  property  not  insured,  $325. 

Friday,        Xos.  545-547  Washington  street.     Three-story  brick  buildings. 
29th,  Cause  of  fire,  carelessness  with  glue-pot. 

7.51  p.  m.,     Responded  to  by  Station  No.  1. 
Box  27.         In  service  one  hour. 

Insurance  on  buildings,  s.30,000.     Losses  paid,  $20. 
Insurance  on  contents.  $6,700.     Losses  paid,  $610. 

Sunday,        No.  633  Kearny  street.     Three-story  brick  building  (basement). 
31st,  Cause  of  fire,  spontaneous — painter's  rags. 

12.02  A.  M.,     Responded  to  by  Station  Xo.  1. 
Box  21.        In  service  twenty  minutes. 

Insurance  on  building,  $9,000.     Loss.  $5. 

Sunday,         Xo.  2,934  Mission  street.      One-story  frame  dwelling. 
31st,  Cause  of  fire,  explosion  of  eoal-oil  lamp. 

9.17  p.  m.,     Responded  to  by  Station  Xo.  2. 
Box  236.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  85. 


FEBRUARY. 


Monday,       Xo.  815  Market  street.     Two-story  frame  buildings. 

1st,  Cause  of  fire,  unknown. 

4.13  A.  M.,     Responded  to  by  Station  Xo.  2. 
Box  47.        In  service  one  hour. 

Insurance  on  building,  $375.     Losses  paid,  $150. 
Insurance  on  contents,  8450.     Losses  paid,  8317.10. 


Tuesday,       Xo.  931  Market  street.     Three-story  frame  building 

2d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

3.06  p.  M.,     Responded  to  by  Station  Xo.  2. 
Box  95.         In  service  fifty  minutes. 

Insurance  on  contents,  $3,500.      Losses  paid,  $600. 
Loss  on  property  not  insured,  $10. 


Wednesday,  Claj  street,  between  Saneome  and  Montgomery  streets. 

:;<l,  False  alarm.     Messenger  wanted. 

7. I'D  a.  m..  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Thursday,      X".  219  225  Broadway.     Three-story  frame  building. 

4th,  < lause  of  lire,  carelessness  with  gas-pipe. 

T.dii  p.  m.,      Responded  to  by  Station  No.  I. 
Box   L3.         In  service  fifty  minutes. 

Insurance  on  building,  $4,500.      Losses  paid,  Sol). 

Friday,        No.  427  Twenty-ninth  street.     One-story  frame  dwelling. 
5th,  Cause  of  lire,  explosion  of  coal-oil  lamp. 

12.33  \.  M.,     Responded  to  by  the  Captain. 
Box  283.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $600.      Losses  paid,  $171.50. 
Insurance'  on  contents,  $425.     Losses  paid,  §350.50. 

Friday,        Nos.  534-536  Commercial  street.     Three-story  brick  building. 
5th,  Cause  of  lire,  overheated  stove. 

6.53  i'.  m.,     Responded  to  by  Station  No.  1. 
Box  27.        In  service  one  hour. 

Covers  spread,  twenty-nine. 

Insurance  on  building,  $2,000.      Losses  paid,  $95. 

Insurance  on  contents,  $0,700.      Losses  paid,  $2,170. 


Sunday,        No.  622  Stevenson  street.     Two-story  frame  dwelling. 
7th,  Cause  of  lire,  unknown. 

9.08  p.  m.,     Responded  to  by  Station  No.  2. 
Box  7-r).         In  service  one  hour  and  thirty  minutes. 
Covers  spread,  eight. 

Insurance  on  building,  $1,000.     Losses  paid,  $350. 
Insurance  on  contents,  $1,500.      Losses  paid  $20. 
Loss  on  property  not  insured,  $300. 

Wednesday,    No.  ID]  Rausch  street.     Two-story  frame  dwelling. 

lOtJ 
10.07  a 
Box  184.        In  service  forty  minutes 

Loss  on  property  not  insured,  $15 


Cause  of  lire,  explosion  of  coal-oil  lamp. 
m..     Responded  to  by  Station  No.  2, 


Thursday,  Mission  and  Second  streets. 

1  1th,  Cause  of  lire,  burning  out  smoke-stack. 

3.  W  a.  .m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twcnlv  minutes. 
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Thursday,      No.  1747.,  Mission  street.     Three-story  frame  building. 

11th,  Cause  of  tire,  supposed  incendiary. 

11.53  p.  m.,     Responded  to  by  Station  No.  2. 
Box  72.         In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $3,000.     Losses  paid,  §100. 
Insurance  on  contents,  $1,500.     Losses  paid,  $50. 

Friday,  No.  1120  Stockton  street.     Four-story  brick  building. 

12th,  Cause  of  tire,  wooden  ash-box. 

5.01  a.  M.,  Responded  to  by  Station  No.  1. 

Box  14  and  In  service  forty  minutes. 

Telephone.  Insurance  on  building,  §3,000.     Losses  paid,  $35. 

Friday,  Xo.  1213  Polk  street. 

12th,  False  alarm.     Messenger  wanted. 

12.14  p.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty  minutes. 


Sunday,        S.    W.    corner   of   Sansome   and   Jackson    streets.     Three-story 
14th,  brick  building. 

3.47  A.  m.,     Cause  of  fire,  incendiary. 
Telephone.      Responded  to  by  Station  No.  1. 
In  service  two  hours. 

Insurance  on  building,  $1 0,000.  Losses  paid,  $275. 
Insurance  on  contents,  §2,000.  Losses  paid,  §1,350. 
Loss  on  property  not  insured,  $25. 

Sunday,        S.  W.  corner  of  Fulton  and  Webster  streets.     Three-story  brick 
14th,  brewery. 

10.54  p.  M.,     Cause  of  fire,  explosion  of  glass  gauge  in  ammonia  tank. 
Box  172.        Responded  to  by  Station  No.  2. 
In  service  fifty  minutes. 

Insurance  on  building,  820,000.  Losses  paid,  §100. 
Insurance  on  contents,  §40,000. 

Tuesday,  No.  1  til )7  ( ieary  street. 

16th,  Needless  alarm  ;  chimney  burning. 

7.00  p.  M.,  Responded  to  by  Station  No.  2. 

Box  178.  In  service  fiftv  minutes. 


Wednesday,    No.  120-124  Third  street.     Two-story  frame  buildings. 

17th,  Cause  of  fire,  defective  gas  in  show-window. 

9.46  P.  M.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $2,250.     Losses  paid,  §480. 
Insurance  on  contents,  §4,800.     Losses  paid,  §2,140. 
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Thursday,  California  and  Montgomery  streets.     Safe  deposit  building. 

18th,  False  alarm. 

LI. 47  \.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Friday,        No.  120  Fourth  street.     Three-story  frame  building. 
l'.ith.  Cause  of  fire,  defective  dry-room. 

7.  lo  a.  m..     Responded  to  by  Station  No.  1 . 
Bos  62.        In  service  one  hour. 

Extinguishers  used,  one. 

Insurance  on  building,  $2,500.      Losses  paid,  $250. 

Insurance  on  contents,  §1,000.     Losses  paid,  §159. 

Friday,        No.  436  Broadway.     Three-story  frame  building. 
19th,  ( 'ause  of  fire,  exploson  of  coal-oil  lamp. 

6.42  p.  M.,     Responded  to  by  Station  No.  1. 
Box  351.       In  service  fifty  minutes. 

Insurance  on  building,  §2,000.     Losses  paid,  §50. 
Loss  on  property  not  insured,  §50. 

Sunday,  Nos.  28-30  Jessie  street.     Three-story  brick  building  (factory] 

21stj  Cause  of  fire,  spontaneous  combustion. 

3.00  a.  m.,  Responded  to  by  Station  No.  1. 

Box  -til  In  service  two  hours, 

and  Covers  spread,  forty-one. 

Still.  Insurance  on  building,  §5,000.     Losses  paid,  §176. 

Insurance  on  contents,  §19,000.     Losses  paid,  §3,415. 

Sunday,  No.  123  Langton  street. 

"21st,  Needless  alarm ;  chimney  burning. 

7.17  p.  M.,  Responded  to  by  Station  No.  2. 

Box  153.  In  service  forty  minutes. 


Sunday,        No.  15  Varennes  street.     Two-story  frame  dwelling 
21st,  ('ause  of  lire,  children  with  candle. 

8.42  J',  m.,      Responded  to  by  the  Captain. 
Box  7.  In  service  fifty  minutes. 

Insurance  on  building,  §,",00.      Losses  paid,  $25. 
Loss  on  property  not  insured,  $10. 

Tuesday,  False  alarm.      Box  found  open. 

23d,  Responded  to  by  the  Captain. 

9.  15  P.  m.,  In  service  one  hour. 
Box  235. 


[ 


Wednesday,    No.  826-828  Washington  street.     Three-story  brick  buildings. 

24th,  Cause  of  tire,  explosion  of  coal-oil  lamp. 

6.23  p.  m.,      Responded  to  by  Station  No.  1. 
Box  25.         In  service  three  hours  and  thirty  minutes, 
('overs  spread,  nine. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $135. 
Insurance  on  contents,  $13,900.     Losses  paid,  $826. 


Wednesday,  No.  157  Seventh  street. 

24th,  Needless  alarm  ;  chimney  burning. 

7.21  p.  M.,  Responded  to  by  Station  No.  2. 

Box  13.  In  service  twentv-hve  minutes. 


Friday,        Juniper  and  Folsom  streets.     Two-story  frame  building  (roof). 
26th,  Cause  of  fire,  sparks  from  smoke-stack. 

5.25  p.  m.,     Responded  to  by  Station  No.  2. 
Box  78.        In  service  forty  minutes. 

Insurance  on  building,  SI, 000.     Losses  paid,  $100. 


Saturday,       No.  307  Hayes  street.     Three-story  frame  building. 
27th,  Cause  of  fire,  rats  and  matches. 

12.30  p.  M.,     Responded  to  by  Station  No.  2. 
Still.  In  service  fifty  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  S4,0U0.     Looses  paid,  $10. 

Saturday,       No.  658  Natoma  street.     Two-story  frame  dwelling. 

27th,  Cause  of  fire,  drunkenness. 

5.05  p.  m.,     Responded  to  by  Station  No.  2. 
Box  73.         In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $5. 


Sunday,     :    No.  202  Golden  Gate  avenue.     One-story  frame  dwelling  (roof  ). 

28th,  Cause  of  fire,  sparks  from  chimney. 

7.51  p.  M.,      Responded  to  by  Station  No.  2. 
Box  91.         In  service  forty  minutes. 

Loss  on  property  not  insured,  $20. 
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MARCH. 

Monday,  No.  L307  Taylor  street.     Three-story  frame  dwelling. 

1st,  <  lause  of  fire,  defective  stove-pipe. 

•"».:;i  a.  m..  Responded  to  by  Station  No.  1. 

Bos  '_':;.  In  service  one  hour  and  thirty  minutes. 

(  lovers  spread,  seven. 

Insurance  (in  building,  $5,500.      Losses  paid,  $517.76. 

Insurance  en  contents,  $3,200.     Losses  paid,  $220.45. 

Friday,  No.  102  (Sixth  street. 

5th,  False  alarm.     Messenger  wanted. 

11.32  a.  m.,  Responded  to  by  .Station  No.  2. 

Telephone.  In  service  twenty  minutes. 


Friday,        No.  821  Grove  street.     Two-story  frame  dwelling. 
5th,  Cause  of  fire,  children  with  matches. 

1.33  p.  m.,      Kesponded  to  by  Station  No.  2. 
Box  175.       In  service  forty-five  minutes. 

Insurance  on  building-,  $4,500.      Losses  paid,  $45. 
Insurance  on  contents,  $1,100.     Losses  paid,  $80. 

Saturday,  No.  22  Geary  street. 

6th,  False  alarm. 

10.52  a.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 


Saturday,  No.  2209  California  street. 

6th,  Needless  alarm  ;  chimney  burning. 

1.03  p.  M.,  Responded  to  by  the  Captain. 

Box  321.  In  service  fifty  minutes. 

Saturday,  No.  819  Kearny  street. 

6th,  False  alarm. 

7.34  i'.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Saturday,      No.  25  Stockton  street.     Three-story  brick  building 

6th,  Cause  of  lire,  spark  from  furnace. 

10.30  p.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty-five  minutes. 

Loss,  $15.     No  claim. 
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Sunday,         Bush  and  Polk  streets.     Two-story  frame  dwellings. 

7th,  Cause  of  tire,  unknown. 

L.51  a.  M.,     Responded  to  by  Station  No.  2. 
Box  135.        In  service  live  hours. 

( lovers  spread,  thirty -six. 

Insurance  on  buildings,  $39,000.     Losses  paid,  $18,719. 
Insurance  on  contents,  §12,300.     Losses  paid,  $8,450. 
Loss  on  property  not  insured,  $9,850. 

Sunday,        No.  1100  Valencia  street.     Two-story  frame  building. 

7th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.06  r.  M.,      Responded  to  by  Station  No.  2. 
Box  143.        In  service  fifty  minutes. 

Insurance  on  building,  $2,700.     Losses  paid,  $7. 
Insurance  on  contents,  $1,150.     Losses  paid,  $91.75. 

Sunday,        Nos.  5-7  Everett  street.     Two-story  frame  dwellings. 
7th,  Cause  of  fire,  defective  stove-pipe. 

7.50  P.  M.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  buildings,  $2,500.     Losses  paid,  8235. 
Insurance  on  contents,  $3,450.     Losses  paid,  $21.25. 

Tuesday,       Serpentine  avenue  and  York  street.     Two-story  frame  tannery. 

9th,  Cause  of  fire,  unknown. 

8.42  p.  M.,     Responded  to  by  the  Captain. 
Box  285.        In  service  one  hour  and  thirty  minutes, 

Insurance  on  building,  $1,000.     Losses  paid,  $505.70. 
Insurance  on  contents,  $3,000.     Losses  paid,  $2,314.25. 
Loss  on  property  not  insured,  $685.75. 

Wednesday,    Nos.  114-116  Beale  street.     One  and  three  story  frame  buildings. 

10th,  Cause  of  fire,  defective  furnace. 

3.47  A.  M.,     Responded  to  by  Station  No.  1. 
Box  52.       In  service  two  hours. 

^Covers  spread,  twenty-two. 
Insurance  on  buildings,  $3,500.     Losses  paid,  $1,400. 
Insurance  on  contents,  $17,300.     Losses  paid,  $5,250. 
Loss  on  property  not  insured,  $1,000. 


Thursday,      S.  W.  corner  of  Mission  and   Nineteenth   streets.     Four-story 

11th,  frame  brewery. 

3.12  A.  M.,     Cause  of  fire,  defective  boiler. 
Box  276.       Responded  to  by  Station  No.  2. 

In  service  fifty  minutes. 

Insurance  on  building,  $11,000.     Losses  paid,  $200. 
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Friday,        No.  114  Bidley  street.     Two-story  frame  dwelling. 
L2th,  Cause  of  fire,  children  with  matches. 

8.13  \.  w.,     Responded  to  by  Station  No.  2. 

Box  361.          In  service  fifty  minutes. 

[nsurance  on  building,  $2,000.     Losses  paid,  $62.50. 

Insurance  on  contents,  Si, 7(10.       Losses  paid,  $100. 


Friday,        Sixth  and  King  streets.     One-story  frame  saloon. 
L2th,  <  'ause  of  lire,  unknown. 

11.22  p.  m..     Responded  to  by  Station  No.  2. 
Box  1S2.        In  service  forty-five  minutes. 

[nsurance  on  building,  $150.     Losses  paid,  $150. 
[nsurance  on  contents,  $150.     Losses  paid,  $100. 


Sunday,        Montgomery  street.     Lick  House, 
14th,  i  'ause  of  lire,  defective  alcohol  lamp 

6.57  a.  vi.,     Responded  to  by  Station  No.  1. 

Telephone.      In  service  forty  minutes. 
( lovers  spread,  2. 
Loss,  $10.     No  claim. 
Loss  on  property  not  insured,  $25. 


Sunday,  No.  719  Geary  street. 

14th,  False  alarm.     Messenger  wanted. 

10.50  a.  M.,  Responded  to  by  Station  No.  '2. 

Telephone.  In  service  twenty-five  minutes. 


Monday,  No.  501  Geary  street. 

loth,  Needless  alarm;  kettle  of  fat  boilii 

6.29  p.  m..  Responded  to  by  Station  No.  1. 

Box  42.  In  service  twenty  minutes. 

Loss,  $5. 

Tuesday,  No.  405  Montgomery  street. 

16th,  Needless  alarm  ;  chimney  burning. 

7.21  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Wednesday.     Nos.   104-106  California  street. 

17th.  Cause  of  fire,  defective  stove. 

1.1  I  \    vi.,     Responded  to  by  Station  No.  1. 
Telephone.     In  service  twenty-live  minutes. 
Loss,  $5.      No  claim. 
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Wednesday,    No.  31  Second  street.     Three-story  frame  building. 

17th,  Cause  of  fire,  carelessness  with  candle. 

5.45  p.  m.,     Responded  to  by  Station  No.  1. 

Still.  In  service  fifteen  minutes. 

Loss,  $5.     No.  claim. 


Thursday.  No.  1014  Mission  street. 

18th,  Needless  alarm  ;  chimney  burning. 

5.43  P.  M.,  Responded  to  by  Station  No.  2. 

Box  148.  In  service  forty  minutes. 


Thursday,  No.  807  Nineteenth  street. 

18th,  Needless  alarm  ;  chimney  burning. 

10.3-3  p.  M.,  Responded  to  by  Station  No.  2. 

Box  270.  In  service  forty  minutes. 


Sunday,        No.  1030  Howard  street.     Three-story  frame  dwelling. 
21st.  Cause  of  fire,  carelessness  with  cigar. 

12. 30  a.  is.,     Responded  to  by  Station  No.  2. 
Telephone.      In  service  for.ty  minutes. 

Loss  on  property  not  insured.  $25. 


Sunday,        No.  214  Sixth  street.     Three-story  frame  building. 
21st,  Cause  of  fire,  unknown. 

6.05  P.  M.,     Responded  to  by  Station  No.  2. 
Box  150.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 

Insurance  on  building,  $3,000.      Losses  paid  $94.35. 
Insurance  on  contents,  $2,500.      Losses  paid,  $799.90. 


Monday,  No.  805  Market  street. 

22d.  False  alarm. 

12.25  a.  m.,  Responded  to  by  Station  No. 

Telephone.  In  service  twenty  minutes. 


Wednesday.    Nos.  417-419  Battery  street.     Three-story  brick  building 

24th,  Cause  of  fire,  defective  chimney. 

8.14  i'.  m..     Responded  to  by  Station  No.  1. 
Box  20.        In  service  two  hours. 

Covers  spread,  twenty-eight. 

Insurance  on  contents,  $9,500.      Losses  paid   $450. 

Los>  on  property  not  insured,  $100. 
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Thursday,      No.  1148  Mission  street,     Roof  of  two-story  frame  buildim 

25th,  Cause  of  lire  toy  balloon. 

3.26  p.  m.,      Responded  to  by  Station  No.  2. 
Box  183.       En  service  forty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  building,  $500.     Losses  paid,  $30. 
Insurance  on  contents,  $500.      Losses  paid,  $20. 

Saturday,       No.  .".OS ^  Folsom  street  (rear).     Two-story  frame  dwelling. 

27th,  Cause  of  fire,  spark  from  chimney. 

3.51  p.  jr.,      Responded  to  by  Station  No.  1. 
Box  51 .        In  service  twenty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  825. 

Saturday,  No.  368  Third  street, 

27th,  False  alarm.     Messenger  wanted. 

8.49  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Sunday,        No.  2633  Howard  street  (rear).     One-story  frame  stable. 
28th,  Cause  of  fire,  children  with  matches. 

12.55  a.  m.,     Responded  to  by  Station  No.  2. 
Box  14:».       In  service  one  hour. 

Insurance  on  building,  $3,000.     Losses  paid,  $300. 
Insurance  on  contents,  $1,100. 
Loss  on  property  not  insured,  $175. 

Sunday,        No.  712  Commercial  street.     Two-story  brick  building. 
28th,  Cause  of  lire,  unknown. 

5.25  A.  m.,     Responded  to  by  Station  No.  1. 
Box  21.        In  service  two  hours. 

Covers  spread,  nineteen. 

Insurance  on  building,  $1,000.     Losses  paid,  $267. 

Insurance  on  contents,  $7,000.     Losses  paid,  $1,750. 

Sunday,  Mission  and  Nineteenth  streets. 

28th,  Needless  alarm  ;  bonfire. 

9.21  p.  m.,  Responded  to  by  Station  No.  2. 

Box  149.  In  service  fifty  minutes. 


Sunday,        Berry  street,  between  Fifth  and  Sixth 
28th,  Causeof  lire,  tramps  with  matches. 

1.19  a.  m.,      Responded  to  by  Station  No.  1. 
Box  156.        In  service  one  hour. 

Loss  on  property  not  insured,  $50. 


reets.      Lumber 
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Tuesday,       No.  206  Stewart  street.     Two-story  frame  building. 

30th,  ( 'ause  of  fire,  defective  stove-pipe. 

8.23  a.  m..     Responded  to  by  Station  No.  1. 
Box  39.         In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $1,000.     Losses  paid,  $90. 
Insurance  on  contents,  $500.     Losses  paid,  $30. 

Tuesday,       No.  438  Hayes  street.     Two-story  frame  building. 

30th,  vanse  of  fire,  children  with  matches. 

6.43  p.  m.,     Responded  to  by  Station  No.  2. 
Box  85.        In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $45. 
Insurance  on  contents,  $650.     Losses  paid,  $115. 


APRIL. 

Friday,        No.  49  Jessie  street.     Two-story  frame  building. 
2d,  Cause  of  fire,  drunkenness. 

9.50  a.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $25. 

Saturday,      No.  2426  Fillmore  street  (rear).     One-story  frame  building 

3d,  Cause  of  fire,  defective  incubator. 

2.00  p.  m.,     Responded  to  by  the  Captain. 
Box  215.       In  service  one  hour. 

Insurance  on  building,  $2,(100.     Losses  paid,  $110. 

Insurance  on  contents,  $700. 

Loss  on  property  not  insured,  $40. 

Sunday,  False  alarm. 

4th,  Responded  to  by  Station  No.  2. 

3.13  A.  m.,  In  service  twenty  minutes. 
Box  84. 


Sunday,  Nos.  721-723  Jackson  street.     Three-story  brick  building. 

4th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

4.45  p.  m.,  Responded  to  by  Station  No.  1. 

Box  25  In  service  three  hours. 

and  Covers  spread,  twenty-three. 

Telephone.  Insurance  on  building,  $2,400. 
Insurance  on  contents,  $11,100. 


paid,  $590.80. 
Losses  paid,  $4,773.40. 
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Monday,       Coll  ingwood  street,  between  Seventeenth  and  Eig 

5th,  One  story  (unoccupied)  frame  dwelling. 

2.59  \.  m..     Cause  of  fire,  incendiary. 
Box  27:').       Responded  to  by  the  Captain. 

In  service hour  and  thirty  minutes. 

insurance  on  building,  $700.     Losses  paid,  $7.50. 

insurance  on  contents,  $500.      Losses  paid,  $5. 


hteenth  streets. 


Monday,       No.  36j  Garden  street.     Two-story  frame  building. 
5th,  Cause  of  lire,  carelessness  with  china  nut-oil  lamp. 

8.38  p.  m.,      Responded  to  by  Station  No.  2. 
Box  154.        In  service  forty  minutes. 

Insurance  on  building,  $1,500.      Losses  paid,  $20. 
Insurance  on  contents,  $500.     Losses  paid,  $30. 


Monday,       No.  21  o  Twenty-second  street.     Two-story  frame  dwelling. 
5th,  Cause  of  lire,  carelessness  with  candle. 

8.4.3  p.  m.,     Responded  to  by  the  Captain. 
Box  235.       in  service  fifty  minutes. 

Insurance  on  building,  Si, 100.      Losses  paid,  $5. 
Loss  on  property  not  insured,  $5. 


Sunday,        No.  23  Third  street.     Two-story  frame  building. 
11th,  Cause  of  lire,  carelessness  with  matches. 

2.30  r.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Extinguished  by  Patrol. 
Loss,  $5.      No  claim. 


Monday,        No.  29  Kearny  street.     Three-story  brick  building. 
12th,  Cause  of  lire,  unknown. 

6.55  i>.  m.,     Responded  to  by  Station  No.  1. 
Telephone.       In  service  forty  minutes. 
Extinguished  by  Patrol. 

Insurance  on  building,  $5,000.      Losses  paid,  $20. 
Insurance contents,  $2,500.      Losses  paid,  $477.95. 


Wednesday,     No.  22")  Fifth  street.      Two-story  frame  building. 

14th,  Cause  of  lire,  incendiary. 

8.17   I'.   M.,       Responded  to  by  Station  No.  2. 

Box  158.       In  service  fifty  minutes. 

Insurance  on  building,  $5,000.       Losses  paid,  $45. 
Insurance  on  contents,  $350. 
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Thursday,      Ship  Arngrida,  at  .Section  No.  3,  Sea  Wall. 

15th,  Cause  of  fire,  carelessness  with  pipe  in  hold  of  ship. 

7.25  A.  m.,     Responded  to  by  Station  Xo.  1. 
Box  4,         In  service  twenty-five  minutes. 
Loss  on  property,  $25. 


Saturday,       No.  239  Sixth  street.     Two-story  frame  building. 

17th,  Cause  of  fire,  unknown. 

11.30  p.  M.,    Responded  to  by  Station  No.  2. 
Still.  In  service  forty  minutes. 

Insurance  on  building,  §2,250.     Loss,  $10.     No  claim. 
Insurance  on  contents,  $1,000.     Losses  paid,  $185. 


Monday,       York  street,  near  Twenty-second  street.     One,  two,  and  three- 

19th,  story  frame  buildings. 

1.22  A.  M.,     Cause  of  fire,  incendiary. 
Box  235.       Responded  to  by  the  ( 'aptain. 
In  service  two  hours. 

Insurance  on  buildings,  §6,350.     Losses  paid,  $832.80. 
Insurance  on  contents,  $700.     Losses  paid,  $85. 
Loss  on  property  not  insured,  $200. 


Saturday,       Nos.  1049-1051  Market  st.     One  and  two-story  frame  buildings. 

24th,  Cause  of  fire,  defective  range  in  restaurant. 

2.00  A.  M.,     Responded  to  by  Station  No.  2. 
Box  75.         In  service  two  hours. 
Covers  spread,  five. 

Insurance  on  buildings,  $1,500.  Losses  paid,  $510. 
Insurance  on  contents,  $4,000.  Losses  paid,  $1,109. 
Loss  on  property  not  insured,  $50. 


Sunday,         Xo.  517  Clay  street. 
25th,  Needless  alarm  ;  smoke  issuing  from  basement. 

10.28  a.  M.,     <  !ause  of  fire,  repairing  shafting. 
Telephone.      Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 


Monday,  Xo.  1102  Market  street. 

26th,  False  alarm.     Messenger  wanted. 

12.25  A.  m.,  Responded  to  by  Station  No.  2. 

Telephone,  In  service  twenty-five  minutes. 
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Tuesday, 

27th, 

L2.13  \.  m., 

Box  !:: 

and 

Telephone. 


No.  L19  Duponl  Btreet.     Two-story  brick  building. 

Cause  of  fire,  defective  range  next  door. 

Responded  to  by  Station  No.  I. 

In  service  one  bour. 

Extinguishers  used,  one. 

Extinguished  by  Patrol. 

Insurance  on  contents,  $10,000.     Losses  paid,  $4,550.80. 

Loss  on  property  not  insured,  $100. 


Tuesday,       No.  800  Sixth  street  (rear).     Lot  of 
•27th,  Cause  of  fire,  sparks  from  chimney. 

1.25  p.  m.,     Responded  to  by  Station  No.  2. 
Box  182.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 


>ld  sacks 


Wednesday,    Commercial  and  Clay  sts.     Two  and  three-story  frame  buildings. 

28th,  Cause  of  fire,  defective  stove. 

9.01  P.  M.,      Responded  to  by  Station  No.  1. 
Box  15.         In  service  one  hour  and  thirty  minutes. 
Covers  spread,  seven. 

Insurance  on  buildings,  $3,000.      Losses  paid  $1,600. 
Insurance  on  contents,  $0,500.     Losses  paid,  $5.50. 
Loss  on  property  not  insured,  $335. 


Thursday,  No.  455  Jessie  street. 

29th,  False  alarm  for  burning  chimney. 

7.16  A.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,         Nos.  014—018  California  st.     One  and  two-story  frame  buildings. 
30th,  Cause  of  fire,  unknown. 

12.55  A.  M.,     Responded  to  by  Station  No.  1. 
Box  12.         In  service  one  hour  and  thirty  minutes. 
Covers  spread,  six. 

Insurance  on  buildings,  $2,700.      Losses  paid,  $307.70. 
Insurance  on  contents,  $4,300.     Losses  paid,  $532.20. 


Friday,         Nos.  721-735  .Market  st.     Three-story  brick  and  frame  buildings. 
30th,  Xos.  21 1-245  Stevenson  st.     Two  and  three-story  frame  dwellings. 

3.55  P.  m.,      Cause  of  lire,  carelessness  with  candle. 
Box  48         Responded  to  by  Stations  Nos.  1  and  2. 

and  In  service  nine  hours. 

2d  alarm.       Covers  spread,  one  hundred  and  twenty-seven. 
Seventy  covers  destroyed. 

Insurance  on  buildings,  $169,447.60.      Losses  paid,  $93,820.00. 
Insurance  on  contents,  $291,050.     Losses  paid,  $21(5,101.85. 
Loss  on  property  not  insured,  $043,310.87. 
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Friday,        Howard  street,  foot  of  New  Montgomery  street.     Roof  of  church. 
30th,  Cause  of  fire,  sparks  from  Bancroft's  fire. 

4.20  P-  M.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  thirty-five  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  building,  $12,000.      Losses  paid,  $112.50. 

Friday,         First  street,  near  Harrison  street.      One-story  frame  building. 
30th,  Cause  of  tire,  sparks  from  Bancroft's  fire. 

5.17  p.  M.,      Responded  to  by  Station  No.  1. 
Box  5(5.        In  service  twenty-five  minutes. 

Insurance  on  building,  $2,500.      Losses  paid,  $35. 

Friday,         Perry  street  school- house. 
30th,  Cause  of  fire,  sparks  from  Bancroft's  fire. 

0.07  p.  M.,     Responded  to  by  Station  No.  1. 
Box  09.         In  service  forty  minutes. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  820. 


MAY. 

Monday,        No.  1458  Minna  street.      Two-story  frame  dwelling. 

3d.  Cause  of  lire,  hot  ashes. 

9.59  .v.  M.,     Responded  to  by  Station  No.  2. 
Box  148.        In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  building,  $1,200.      Losses  paid,  SlSU. 
Loss  on  property  not  insured,  $20. 

Monday,       Grand  Hotel,  room  No.  234. 

3d,  Cause  of  fire,  carelessness  with  matches. 

11.30  a.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $15. 

Monday,        No.  783  Eddy  street.      One-story  frame  dwelling. 
3d.  Cause  of  fire,  upsetting  coal-oil  lamp. 

8.10  P.  M.,      Responded  to  by  Station  No.  2. 
Box  94.         In  service  forty  minutes. 

Loss  on  property  not  insured,  $50. 
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onday,  Nos!  L07J  1077  Markel  street. 
3d,  <  lause  of  fire,  explosion  of  coa 

5  p.  m..  Responded  to  by  Station  No.  2 
»x  75.        In  service  one  hour  and  thirty 

( 'overs  spread,  twenty-eight. 

Insurance  on  building,  $3,000. 

Insurance  on  contents,  $6,600. 

Loss  on  property  not  insured,  > 


buildings. 


iimules. 

Losses  paid,  $1,195. 
Losses  paid,  $3,3  15. 
50. 


Tuesday,       No.  46  Hitch  street.     Two-story  frame  building. 

4th,  Cause  of  lire,  defective  chimney. 

5.51  p.  M.,     Responded  to  by  Station  No.  1. 

Telephone.       In  service  twenty-five  minutes. 

Insurance  on  building,  $1,200.      Losses  paid,  $37.90. 

Tuesday,       No.  i-'->  Larkin  street.     Four-story  frame  building. 

4th,  Cause  of  lire,  explosion  of  gasoline  stove. 

6.37  p.  M.,      Responded  to  by  Station  No.  2, 
Box  91.         In  service  twenty-live  minutes. 

Loss  on  property  not  insured,  $5. 

Thursday,       No.  11")^',  .Market  street.      Two-Story  frame  building. 

6th,  Cause  of  tire,  carelessness  with  cigar. 

12.09  a.  M.,     Responded  to  by  Station  No.  2. 
Box  95.        In  service  forty-five  minutes. 

Insurance  on  building,  S">,()00.      Losses  paid,  $25. 

Friday,  Nos.  312  California  street.      Two-story  brick  building. 

7th,  Cause  of  tire,  drying  vault  with  charcoal  stove. 

5.35  a.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Two-story  frame  building 


Monday,       No.  216  Golden  Gate  avenue. 
LOth,  ( lause  of  fire,  unknown. 

^..")2  A.  M.,      Responded  to  by  Station  No.  2. 
Box  91.         In  service  one  hour. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  building,  $1,900.      Losses  paid,  $250. 

Insurance  on  contents,  $6,000. 


.Monday,  No.  21  Stockton  street. 

LOth,  Falsealarm.     Box  in  hall-way. 

1 1.30  \.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 
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Tuesday,  No.  106  Mason  street. 

11th,  False  alarm.     Box  in  hall-way. 

9.16  a.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Tuesday,        No.  713  Sutter  street  (roof).     One-story  frame  building. 
11th,  Cause  of  fire,  sparks  from  chimney. 

12.10  p.  M.,     Responded  to  by  Station  No.  1. 
Box  371.        In  service  fifty  minutes. 
( 'overs  spread,  three. 

Insurance  on  building,  $1,500,      Losses  paid,  *40. 
Loss  on  property  not  insured,  $10. 


Wednesday,    Nos.  228-230  Beale  street.      Under  sidewalk  of  four-story  briek 

12th,  building. 

3.30  p.  M.,      Cause  of  fire,  boiling  over  of  kettle  of  oil. 
Box  51.        Responded  to  by  Station  No.  1. 
In  service  twenty-live  minutes. 
Loss  on  property  not  insured,  $25. 


Thursday,      No.  2U2  First  street.     Two-story  frame   building. 

13th,  Cause  of  fire,  defective  stove. 

12.28  A.  M.,     Responded  to  by  Station  No.  1. 
Box  58.         In  service  fifty  minutes. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 

Insurance  on  building,  $3,000.      Losses  paid,  $38. 
Insurance  on  contents,  SI, 000.      Losses  paid,  Slot). 

Thursday,      No.  527  Mission  street.     Two-story  frame  buildings. 

13th,  Cause  of  tire,  unknown. 

1.20  A.  M.,     Responded  to  by  Station  No.  1. 
Still  In  service  forty-five  minutes. 

Extinguishers  used,  two. 
Extinguished  by  Patrol. 

Insurance  on  building,  Sol)!!.      Losses  paid,  815. 
Insurance  on  contents,  81,500.     Losses  paid.  $37.50. 

Thursday,       Nos.  429  Bush  street.      Four-story  brick  building. 

13th,  Cause  of  tire,  defective  smoke-stack. 

5.59  A.  M.,     Responded  to  by  Station  No.  1. 
Telephone.      In  service  one  hour. 

Insurance  on  building,  88,000.     Losses  paid,  $550. 
Insurance  on  contents,  83,500.     Losses  paid.  8210. 
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Kridav,         No.  25  Hunt  street.     Two-story  frame  building. 
14th,  Cause  of  fire,  drunkenness. 

1.54  a.  m..     Responded  to  by  Station  No.  1. 
Box  01.        In  service  forty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $333.33.     Losses  paid,  $133.50. 
Loss  mi  property  not  insured,  §50. 

Friday,         No.  1713.>  Jessie  street.     Two-story  frame  building. 
14th,  Cause  of  tire,  carelessness  with  eoal-oil  lamp. 

9.06  p.  m.,      Responded  to  by  Station  No.  2. 
Box  276.       In  service  forty  minutes. 

Insurance  on  contents,  $500. 
Loss  on  property  not  insured,  $25. 

Saturday,       Lombard  and  Battery  sts.     One  story  (unoccupied)  frame  building. 
15th,  Cause  of  fire,  tramps. 

12.33  A.  m.,     Responded  to  by  Station  No.  1. 
Box  4.         In  service  thirty  minutes. 

Loss  on  property  not  insured,  $200. 

Saturday,  No.  106  Mason  street. 

15th,  False  alarm.     Box  in  entry. 

8.39  A.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty  minutes. 


Saturday,       Nos.  525  and  525.1  Brannan  street. 

15th,  Cause  of  fire,  wooden  ash-barrel. 

1.07  p.  m.,     Responded  to  by  Station  No.  1. 
Box  68.         In  service  thirty-five  minutes. 

Insurance  on  buildings,  $1,666.66. 


Two-story  frame  buildings. 


Loss,  $10.     No  claim. 


Saturday,  No.  920  Market  street. 

15th,  False  alarm.     Box  in  hall-way. 

4.09  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,  No.  609  Post  street. 

15th,  False  alarm.     Box  in  hall-way. 

5.20  P.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Sunday,        Nos.  316  and  318  Laguna  street.     Two-story  frame  dwellings. 
16th,  Cause  of  fire,  supposed  sparks  from  stove. 

7.53  A.  M.,     Responded  to  by  Station  No.  2. 
Box  83.        In  service  one  hour. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $22.50. 
Loss  on  property  not  insured,  $100. 
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Monday,        No.  736   Brannan  street   (rear).     Three-story  frame  factory  and 
24th,  two-story  brick  boiler-house  attached,  and  frame  dwellings. 

10.45  P.  M.,     Cause  of  tire,  unknown. 
Box  153.        Responded  to  by  Stations  Nos.  1  and  2. 
In  service  four  hours. 
Covers  spread,  fifteen. 

Insurance  on  buildings.  $102,086.  Losses  paid,  828,632. 
Insurance  on  contents,  $17,664.  Losses  paid,  816,102.75. 
Loss  on  property  not  insured,  $20,800. 


Monday, 

24th,' 

11.00  p.  M.f 

Box  154. 


Alarm  given  for  the  above  fire- 


Wednesday,    No.  636  Sutter  street.     Two-story  frame  dwelling. 

26th,  Cause  of  fire,  carelessness  with  matches. 

12.48  p.  m.,     Responded  to  by  Station  No.  1. 
Box  371.        In  service  twenty  minutes. 
Loss,  $10.      No  claim. 

Thursday,      Jackson-street  wharf.      Lot  of  hay. 

27th,  Cause  of  fire,  pipe-smoking. 

12.27  p.  m.,     Responded  to  by  Station  No.  1. 

Box  15.       In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 

Thursday,  No.  21  Ellis  street. 

27th,  False  alarm.     Box  in  hall-way. 

2.25  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 

Friday,         No.  21  (>  Van  Ness  avenue.      Two-story  frame  dwelling. 
28th,  Cause  of  fire,  unknown. 

1.28  a.  m..     Responded  to  by  Station  No.  2. 
Box  81.        In  service  two  hours. 

Insurance  on  building,  $4,000.  Losses  paid,  81.200. 
Insurance  on  contents,  $2,950.  Losses  paid,  81,606. 
Loss  on  property  not  insured,  8100. 


Friday.         No.  638  Green  street  (roof).     Three-story  frame  building. 
28th,  Cause  of  fire,  spark  from  chimney. 

11.35  a.  m..     Responded  to  by  Station  No.  1. 
Box  8.  In  service  twenty-five  minutes. 

Insurance  on  building,  81,500.      Losses  paid,  $25. 
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Sunday,        No.  336J  Duponl  street.     Two-story  frame  building. 

30th,  '  iause  of  fire,  unknown. 

3.30  a.  m.,     Responded  to  by  Station  N<>.  1. 
Box  46.        In  service  fifty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $100. 
<>n  contents,  shod.     Losses  paid,  §130. 


Insi 


Monday,  False  alarm. 

31st,  Responded  to  by  the  Captain. 

10.20  P.  M.,  In  service  one  hour. 
Box  283, 


JUNE. 


Tuesday,       No.  1625  McAllister  street.     Two-story  frame  dwelling. 
1st.  Cause  of  fire,  children  with  matches. 

3.52  P.  M.,      Responded  to  by  the  Captain. 
Box  248.        In  service  one  hour. 

Insurance  on  buildings,  $2,700.     Losses,  $10.     No  claim. 
Insurance  on  contents,  $1,200.      Losses  paid,  $50. 


Wednesday. 

2d, 

0.20  p.  m., 
Box  173. 


False  alarm. 

Responded  to  by  Station  No.  2. 

In  service  fifty  minutes. 


Wednesday,  False  alarm. 

2d,  Responded  to  by  Station  No.  2. 

10.20  P.  m.,  In  service  forty  minutes. 
Box  342. 

Thursday,  False  alarm. 

3d,  Responded  to  by  Station  No.  2. 

9.55  P.  m.,  In  service  fifty  minutes. 
Box  381. 


Friday,         Nos.  525  and  527  Mission  street.      Two-story  frame  buildings. 
4th,  Cause  of  fire,  incendiary. 

12.05  a.  m.,     Responded  to  by  Station  No.  1. 

Box  52  In  service  one  hour  and  thirty  minutes, 

and  ( 'overs  spread,  ten. 

Still.  Extinguishers  used,  three. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  $2,000.      Losses  paid.  $448. 
Insurance  on  contents,  $2,00ll.      Losses  paid,  $57.50. 
Loss  on  properly  not  insured,  $50. 
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Monday,       San  Bruno  road. 

7th,  Needless  alarm  for  burning  brush  and  fence. 

12.30  p.  m.,     Responded  to  by  the  Captain. 
Box  281.       In  service  one  hour. 

Loss  on  property  not  insured,  $10. 

Monday,       No.  417  Powell  street.     Two-story  frame  building. 

7th,  Cause  of  tire,  spontaneous  combustion. 

9.41  p.  M.,     Responded  to  by  Station  No.  2. 
Box  49.        In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $10. 
Insurance  on  contents,  $500. 


Tuesday,       No.  26  Eighth  street.     One-story  frame  building. 
8th,  Cause  of  fire,  supposed  spontaneous  combustion. 

4.45  a.  m.,      Responded  to  by  Station  No.  2. 
Box  76.        In  service  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $563. 
Insurance  on  contents,  $3,300.     Losses  paid,  $2,036. 

Tuesday,       No.  416  Kearny  street.     Four-story  brick  building. 

8th,  Cause  of  fire,  over-heated  chimney. 

7.20  p.  M.,      Responded  to  by  Station  No.  1. 
Telephone.     In  service  one  hour. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Insurance  on  buildings,  $10,000.      Losses  paid,  $55.75. 

Wednesday.     No.  2221  Sutter  street.     One-story  frame  dwelling  and  stable, 

9th,  Cause  of  fire,  supposed  pipe-smoking. 

3.44  A.  M.,     Responded  to  by  the  Captain. 
Box  326.       In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $1,225.     Losses  paid,  $175. 
Insurance  on  contents,  $800.     Losses  paid,  $210. 


Wednesday,  No.  350  Third  street. 

9th,  Needless  alarm  ;  chimney  burning. 

5.55  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Wednesday,    Nos.  769  to  775  Market  street.     Two  and  four  story  frame  and 

9th,  brick  buildings. 

8.42  P.  M.,      Cause  of  fire,  unknown. 
Box  62.         Responded  to  by  Stations  Nos.  1  and  2. 
In  service  two  hours. 

Insurance  on  buildings,  $8,500.     Losses  paid,  $3,500. 
Insurance  on  contents,  $31,595.     Losses  paid,  $24,488.95. 
Loss  on  property  not  insured,  $100. 
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Thursday,      No.  517  Mason  street.     Three-story  frame  building. 
10th,  Cause  of  fire,  defective  flue. 

3.18  p.  M.,     Responded  to  by  Station  No.  1. 
Box  371.       In  service  one  hour. 

Covers  spread,  nine. 

Insurance  on  building,  $10,000.      Losses  paid,  $1,450. 

Loss  on  property  not  insured,  8250. 

Thursday,  Needless  alarm  for  tire  on  sea-wall  dump. 

10th,  Cause  of  fire,  hot  ashes. 

4.12  p.  m.,  Responded  to  by  Station  No.  1. 

Box  352.  In  service  fifteen  minutes. 

Thursday,  Fifth  avenue,  South  San  Francisco.     One-story  frame  warehouse 
10th,  and  barn. 

8.19  P.  M.,  Cause  of  fire,  unknown. 
Box  281.  Responded  to  by  the  Captain. 

In  service  two  hours. 

Insurance  on  buildings,  $3,500.      Losses  paid,  $900. 
Insurance  on  contents,  $3,825.     Losses  paid  $606.20. 
Loss  on  property  not  insured,  $604. 


Friday,  Vallejo  street,  near  Battery  street. 

11th,  Needless  alarm ;  chimney  burning. 

1.10  P.  M.,  Responded  to  by  Station  No.  1. 

Box  5.  In  service  twenty  minutes. 

Saturday,       No.  1\  Stockton  street.     Three-story  frame  building. 

12th,  Cause  of  fire,  defective  chimney. 

8.39  A.  M.,     Responded  to  by  Station  No.  1. 
Box  43.        In  service  one  hour. 
Covers  spread,  fifteen. 

Insurance  on  building,  $2,000.     Losses  paid,  $550. 
Loss  on  property  not  insured,  $200. 

Saturday,       Stevenson  st.,  near  Herman  st.     Two-story  frame  building  (roof). 

12th,  Cause  of  fire,  carelessness  with  matches. 

1&44  p.  m.,     Responded  to  by  Station  No.  2. 
Box  72.        In  service  forty  minutes. 

Insurance  on  building,  $1,000.      Losses  paid,  $5. 

Sunday,        Nos.  1907  to  1909  Hyde  street.     Two-story  frame  dwellings. 
13th,  Cause  of  fire,  defective  Hue. 

3.45  p.  M.,     Responded  to  by  the  Captain. 
Box  123.       In  service  fifty  minutes. 

Insurance  on  buildings,  $3,200.      Losses  paid,  $95. 
Insurance  on  contents,  $200.     Losses  paid,  $15. 
Loss  on  property  not  insured,  $1,000. 
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Monday,       S.  W.  corner  of  Sanchez   and   Nineteenth   streets.     One-story 

14th,  frame  building. 

1.22  a.  m.,     Cause  of  fire,  incendiary. 
Box  283.       Responded  to  by  the  Captain. 
In  service  one  hour. 
Loss  on  property  not  insured,  $200. 


Monday,  Nos.  30  and  32  Fremont  street.     Three-story  frame  factories. 

14th,  Cause  of  fire,  defective  range. 

11.09  p.  M.,  Responded  to  by  Station  No.  1. 

Box  52  In  service  one  hour, 

and  Insurance  on  buildings,  SI, 700.     Losses  paid,  $420. 

Still.  Insurance  on  contents,  $5,500.     Losses  paid,  $220. 
Loss  on  property  not  insured,  $25. 


Tuesday,       No.  311  Octavia  street.     Two-story  frame  building. 
15th,  Cause  of  fire,  overheated  stove. 

4.48  p.  M.,     Responded  to  by  Station  No.  2. 
Box  83.        In  service  forty-five  minutes. 

Insurance  on  building,  $3,000.     Losses  ,  $10.     No  claim. 
Loss  on  property  not  insured,  $25. 

Wednesday,    Nos.  1324  and  1326  Broadway.     Two-story  frame  dwellings. 
16th,  Cause  of  fire,  defective  stove-pipe. 

1.49  a.  m.,     Responded  to  by  Station  No.  1. 

Box  127.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $1,640.     Losses  paid,  $425. 
Insurance  on  contents,  $500.     Losses  paid,  $350. 
Loss  on  property  not  insured,  $75. 

Thursday,      Nos.  18-26  Ellis   street.     Four-story  brick  buildings. 

17th,  Cause  of  fire,  unknown. 

3.45  A.  M.,     Responded  to  by  Stations  Nos.  1  and  2. 
Box  43.        In  service  thirteen  hours. 
Covers  spread,  sixty. 

Insurance  on  buildings,  $20,000.     Losses  paid,  $5,036.61. 
Insurance  on  contents,  $181,550.     Losses  paid,  $85,657.55. 


Thursday,  No.  106  California  street.     Spice  Mill, 

17th,  Cause  of  fire,  burning  smoke-stack. 

7.30  p.  jr.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 
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Thursday,     No.  326  Third  street.    One-story  frame  building. 

ITtli,         Cause  of  fire,  defective  plumber's  stove. 
9.22  p.  m.,      Responded  to  by  Station  No.  1. 
Box  61.         In  service  forty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $65. 
Insurance  on  contents,  $2,000.     Losses  paid,  $25. 

Sunday,        Nos.  25  and  31   Main  street.     Three-story  brick  and   two-story 

20tli,  frame  buildings. 

4.33  A.  M.,     Cause  of  lire,  unknown. 

4.43  A.  m.,     Responded  to  by  Stations  No.  1  and  2. 

Box  32        In  service  six  hours. 

and  Covers  spread,  twenty. 

2d  alarm.       Extinguishers  used,  two. 

Insurance  on  buildings,  $32,000.     Losses  paid,  $30,130. 
Insurance  on  contents,  $187,825.     Losses  paid,  $165,938.82. 
Loss  on  property  not  insured,  $625. 

Sunday,  Third  Street  Wharf. 

20th,  Needless  alarm ;  wood  on  fire. 

5.32  p.  m.,  Responded  to  by  Station  No.  1. 

Box  156.  In  service  twenty-five  minutes. 

Monday,       No.  316  Turk  street.     Two-story  frame  building. 
21st,  Cause  of  fire,  defective  gas-burner. 

8.47  p.  M.,      Responded  to  by  Station  No.  2. 
Box  91 .         In  service  one  hour. 

Insurance  on  building,  $5,070.     Losses  paid,  $70. 
Insurance  on  contents,  $6,000.     Losses  paid,  $119.50. 

Monday,  False  alarm. 

21st,  Responded  to  by  Station  No.  2. 

11.47  p.  m.,  In  service  twenty-five  minutes. 
Box  72. 

Wednesday,    No.  20  Montgomery  street.     Three-story  brick  building. 

23d,  Cause  of  fire,  defective  stove. 

3.14  p.  m.,     Responded  to  by  Station  No.  1. 
Telephone.      In  service  thirty  minutes. 

Insurance  on  contents,  $2,000.     Losses  paid,  $60. 


Two-story  frame  dwellings. 


Thursday,      No.  1901  and  1903  Stockton  street 

24th,  Cause  of  fire,  defective  chimney. 

3.29  P.  M.,     Responded  to  by  Station  No.  1. 
Box  3.         In  service  two  hours. 
Covers  spread,  fifteen. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $990. 
Insurance  on  contents,  $3,500.     Losses  paid,  $280. 
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Thursday,      No.  502  Sutter  street.     Two-story  frame  dwelling. 

24th,  Cause  of  tire,  defective  stove-pipe. 

8.08  p.  M.,      Responded  to  by  Station  No.  1. 
Box  371.        In  service  forty-five  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $25. 
Insurance  on  contents,  $1,500.      Losses  paid,  $5. 

Friday,        No.  1044  Bryant  street.     One-story  frame  stable. 
25th,        •  Cause  of  tire,  children  with  matches. 
4.18  p.  m.,      Responded  to  by  Station  No.  2. 
Box  153.        In  service  thirty-five  minutes. 

Loss  on  property  not  insured,  $15. 

Saturday,       Nos.  107  and  109  Utah  street.     Two-story  frame  dwellings. 
26th,  Cause  of  lire,  defective  chimney. 

12.30  a.  m.,     Responded  to  by  the  Captain. 
Box  280.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $1,900.     Losses  paid,  $1,190. 
Insurance  on  contents,  $800.      Losses  paid,  $571. 

Tuesday,       Larkin  and  Jackson  streets. 

29th,  Needless  alarm ;  grass  burning. 

2.40  p.  M.,     Cause  of  tire,  fireworks. 
Box  126.       Responded  to  by  the  Captain. 
In  service  fifty  minutes. 

Wednesday,  No.  310  Sutter  street.     Four-story  brick  building. 

30th,  Cause  of  fire,  unknown. 

11.24  p.  m.,  Responded  to  by  Station  No.  1. 

Box  49  In  service  one  hour, 

and  Insurance  on  building,  $10,000.     Losses  paid,  $185. 

Telephone.  Insurance  on  contents,  S3,000.     Losses  paid,  $500. 


JULY. 


Thursday,  Occidental  Hotel. 

1st,  Needless  alarm  ;  chimney  burning. 

1.05  A.  m.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 


Thursday,      Nos.  317  to  321  Washington  street.     Two-story  frame  buildings 

1st,  Cause  of  fire,  sparks  from  chimney. 

5.05  a.  si.,     Responded  to  by  Station  No.  1. 
Box  19.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  twenty-seven. 

Insurance  on  buildings,  $1,700.     Losses  paid,  $910. 
Insurance  on  contents,  85,200.      Losses  paid,  $1,725. 
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Friday,  No.  2516  Bryant  street.     Two-story  frame  building  (roof ). 

2d,  Cause  of  fire,  defective  chimney. 

1.2N  a.  m..  Responded  to  by  the  Captain. 

Box  286.  In  service  one  hour. 

Loss  on  property  not  insured,  $25. 

Friday,  Nos.  8  and  10  -Johnson  ave.     Two-story  frame  stable  and  shed. 

2d,  Cause  of  fire,  fireworks. 

10.49  A.  M.,  Responded  to  by  the  Captain. 

Box  327.  In  service  one  hour  and  twenty  minutes. 
Loss  on  property  not  insured,  $25. 

Friday,  McAllister  street  and  City  Hall  avenue. 

2d,  Needless  alarm. 

6.20  p.  M.,  Responded  to  by  Station  No.  2. 

Box  75.  In  service  twenty-five  minutes. 

Friday,  No.  662  Harrison  street.     Needless  alarm. 

2d,  Cause  of  fire,  chimney  burning. 

7.56  p.  m.,  Responded  to  by  Station  No.  1. 

Box  67.  In  service  twenty  minutes. 

Friday,  Dupont  and  Market  streets. 

2d,  False  alarm. 

9.00  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,  No.  711  Dupont  street.     Three-story  brick  building  (roof). 

2d,  ( 'a use  of  fire,  fireworks. 

11.26  p.  M.,  Responded  to  by  Station  No.  1. 

Box  25.  In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $10. 


Saturday,      No.  16  Bluxome  street  (rear).     Two -story  frame  dwelling. 

3d,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

9.08  p.  m.,      Responded  to  by  Station  No.  1. 
Box  68.        In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $1,000.     Losses  paid,  $300. 
Insurance  on  contents,  $300.     Losses  paid,  $150. 
Loss  on  property  not  insured,  $25. 


Saturday,      No.  706  Bush  street.     Two-story  frame  shed  (roof). 

3d,  Cause  of  fire,  fireworks. 

9.26  p.  M.,      Responded  to  by  Station  No.  1. 
Telephone.      In  service  forty  minutes. 

Loss  on  property  uot  insured,  $10. 
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Saturday,      No.  908  Post  street.     Two-story  frame  dwelling. 
3d,  Cause  of  fire,  defective  stove. 

10.25  P.  M.,     Responded  to  by  Station  No.  2. 
Box  137.       In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $4,000.     Losses  paid,  $150. 
Insurance  on  contents,  $1,500.     Losses  paid,  $271.50. 


Sunday,        No.  511  Mission  street.     Three-story  frame  building  (roof) 
4th,  Cause  of  fire,  fireworks. 

12.07  A.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $25. 


Sunday,        No.  429A  Broadway.     Three-story  frame  building. 
4th,  Cause  of  fire,  fireworks. 

10.42  A.  M.,     Responded  to  by  Station  No.  1. 
Box  351.       In  service  forty  minutes. 

Insurance  on  building,  $5,500.     Losses  paid,  $5. 
Loss  on  property  not  insured,  $5. 

Sunday,        No.  511  Mission  street.     Three-story  frame  building. 
4th,  Cause  of  fire,  fireworks. 

12.21  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  thirty-five  minutes. 

Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $10. 


Sunday,        No.  708  O'Farrell  street.     Two-story  frame  dwelling  (roof), 

4th,  Cause  of  fire,  fireworks. 

12.27  p.  M.,     Responded  to  by  Station  No.  2. 

Box  139.       In  service  fifty  minutes. 

Extinguishers  used,  two. 

Extinguished  by  Patrol. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $28. 
Insurance  on  contents,  $1,500. 


Sunday,        No.  3251  Mission  street.     Two-story  frame  dwelling. 
4th,  Cause  of  fire,  fireworks. 

2.32  p.  m.,     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour. 

Insurance  on  building,  $2,000.     Losses  paid,  $20. 
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Sunday,        Nos.  543  Howard  street.     Two-story  frame  dwelling  (roof). 
Illi.  Canst'  of  tire,  fireworks. 

3.11  p.  m..     Responded  to  by  Station  No.  I. 

Box  58.         In  service  fifty  minutes. 
Covers  spread, seven. 

Insurance  on  building,  $1,500.     Losses  paid,  $83. 
Insurance  on  contents,  $800. 

Sunday,        No.  1214J  Powell  street.     Two-story  frame  dwelling  (roof). 
4th,  Cause  of  lire,  fireworks. 

3.18  p.  M.,      Responded  to  by  Station  No.  1. 
Box  16.        In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  building,  $1,500.     Losses  paid,  $45. 
Insurance  on  contents,  $800. 

Sunday,        No.  406  Gough  street.     Two-story  frame  dwelling  (roof). 
4th,  Cause  of  fire,  carelessness  with  matches. 

4.18  p.  m.,     Responded  to  by  Station  No.  2. 
Box  81.        In  service  thirty-five  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $10. 

Sunday,  No.  14  Stockton  street. 

4th,  False  alarm.     Box  in  hall-way. 

6.31  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Sunday,        No.  41  Everett  street.     Two-story  frame  dwelling  (roof). 
4th,  Cause  of  fire,  fireworks. 

8.45  p.  m.,     Responded  to  by  Station  No.  1. 
Box  61.        In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $5. 

Sunday,        Howard  and  Spear  streets.     One-story  frame  building  (roof). 
4th,  Cause  of  fire,  fireworks. 

9.03  p.  m.,     Responded  to  by  Station  No.  1. 
Box  39.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 


Sunday,         No.  607  Lincoln  avenue 
4th,  Cause  of  fire,  fireworks. 

5.06  p.  M.,     Responded  to  by  Station  No.  2. 
Box  85.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $5 


Two-story  frame  dwelling  (roof). 
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Sunday,        No.  1120  Golden  Gate  ave.     Two-story  frame  dwelling  (roof). 
4th,  Cause  of  fire,  fireworks. 

9.10  p.  m.,      Kesponded  to  by  Station  No.  2. 
Box  92.        In  service  twenty-five  minutes. 
Loss  on  property  not  insured,  $5. 

Sunday,        Pacific  and  Davis  streets.     Two-story  frame  building. 
4th,  Cause  of  fire,  fireworks. 

9.16  p.  m.,      Responded  to  by  Station  No.  2. 
Box  13.        In  service  one  hour  and  thirty  minutes. 
Covers  spread,  twelve. 
Insurance  on  contents,  $3,800.     Losses  paid,  $816. 

Sunday,  Bush  and  Stockton  streets.     Three-story  frame  school-house. 

4th,  Cause  of  fire,  firewoi-ks. 

9.27  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone  In  service  forty  minutes. 

and  Box  49.  Loss  on  property  not  insured,  $25. 

Sunday,        Mission  street,  between  Seventeenth  and  Eighteenth  sts.     Frame 

4th,  stable  (roof). 

9.53  P.  M.,      Cause  of  fire,  fireworks. 
Box  276.       Responded  to  by  Station  No.  2. 
In  service  forty  minutes. 

Monday,       No.  1703  Howard  street.     Two-story  frame  dwelling  (roof). 
5th,  Cause  of  fire,  fireworks. 

12.34  p.  M.,     Responded  to  by  Station  No.  2. 
Box  72.         In  service  forty  minutes. 
Covers  spread,  five. 

Insurance  on  building,  $2,000.     Losses  paid,  $50. 
Insurance  on  contents,  $1,620.     Losses  paid,  $20. 

Monday,       No.  1525  Scott  street.     Two-story  frame  dwelling  (roof). 
5th.  Cause  of  fire,  fireworks. 

1.27  p.  M.,     Responded  to  by  the  Captain. 
Box  246.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $50. 


Monday,        No.  300  Minna  street.     Three-story  frame  dwelling  (roof). 

5th,  Cause  of  fire,  fireworks. 

1.42  P.  M.,     Responded  to  by  Station  No.  1. 
Box  62.         In  service  forty  minutes. 
Covers  spread,  one. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $50. 
Insurance  on  contents,  $1,800.     Losses  paid,  $10. 
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Monday,       N<>.  313  Gough  street.     Two-story  frame  dwelling  (roof). 
5th,  Cause  of  lire,  fireworks. 

2.1VA  p.  m.j      Responded  to  by  Station  No.  2. 
Box  18.        In  service  forty  minutes. 

Insurance  on  building,  $3,500.       Losses  paid,  $90. 
insurance  on  contents,  $500.      Losses  paid,  $12. 

Monday,       Nos.  223  and  225  Eighth  st.     Two-story  frame  dwellings  (roof). 

5th,  Cause  of  fire,  fireworks. 

8.42  p.  m.,     Responded  to  by  Station  No.  2. 
Box  73.        in  service  forty  minutes. 

Insurance  on  buildings,  $1,500.      Losses  paid,  $10. 

Monday,        Nos.  28  and  30  Zoe  street.     Two-story  frame  dwellings  (roof). 

5th,  Cause  of  fire,  fireworks. 

9.07  p.  M.,     Responded  to  by  Station  No.  1. 
Box  68.        In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 

Monday,       California  Market.     Awning  on  fire. 

5th,  Cause  of  fire,  fireworks. 

9.17  P.  M.,      Besponded  to  by  Station  No.  1. 
Telephone.      In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Monday,       No.  408  Natoma  street.     Two-story  frame  dwelling  (roof). 
5th,  Cause  of  fire,  fireworks. 

10.03  p.  M.,    Kesponded  to  by  Station  No.  2. 
Box  64.         In  service  twenty-five  minutes. 

Insurance  on  contents,  $800.     Losses  paid,  $10. 
Loss  on  property  not  insured,  $5.' 


Monday,       Church  and  Twenty-eighth  streets. 
5th,  Cause  of  fire,  fireworks. 

10.20  p.  M.,     Responded  to  by  the  Captain. 
Box  283.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  $5. 


One-story  frame  shed. 


Monday,        Nos.  447  and  449  Tehama  st.     Two-story  frame  dwellings  (roof). 
5th,  Cause  of  fire,  fireworks. 

10.44  p.  M.,     Responded  to  by  Station  No.  2. 
Box  157.       In  service  one  hour. 
Covers  spread,  seven. 

Insurance  on  buildings,  $625.     Losses  paid,  $50. 
Insurance  on  contents,  $200.     Losses  paid,  $62.50. 
Loss  on  property  not  insured,  $600. 
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Monday,       No.  1436  Bush  street.     Two-story  frame  dwelling  (roof). 
5th,  Cause  of  lire,  fireworks. 

10.54  p.  M.,     Responded  to  by  Station  No.  2. 
Box  213.        In  service  forty  minutes. 

Insurance  on  building,  $1,050.     Losses  paid,  $20. 

Tuesday,       No.  206  Seventh  street.     Two-story  frame  dwelling  (roof). 
Oth,  Cause  of  lire,  fireworks. 

10.53  a.  m.,     Responded  to  by  Station  No.  2. 
Box  73.        In  service  thirty-five  minutes. 

Insurance  on  building,  $3,500.     Losses  paid,  $70. 
Insurance  on  contents,  $1,500.     Losses  paid,  $10. 

Tuesday,        North  Point  street.     Two-story  frame  dwelling. 

6th,  Cause  of  fire,  fireworks. 

8.15  p.  M.,     Responded  to  by  the  Captain. 
Box  124.        In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $40. 

Tuesday,       Nos.  637  to  643  Minna,  st.     One  and  two-story  frame  buildings 

6th.  Cause  of  fire,  explosion  of  coal-oil  lamp. 

9.12  p.  at.,     Responded  to  by  Station  No.  2. 
Box  183.       In  service  two  hours. 

Insurance  on  buildings,  $5,275.     Losses  paid,  $658.35. 
Insurance  on  contents,  $300.     Losses  paid,  $265. 
Loss  on  property  not  insured,  $900. 

Wednesday,  Spear  street,  near  Market  street. 

7th,  Needless  alarm  ;  steam  escaping  from  boiler. 

1.27  p.  Jr.,  Responded  to  by  Station  No.  1. 

Box  34.  In  service  twenty-five  minutes. 

Wednesday,    Nos.  430  to  436  Bush  st.     One  and  two-story  frame  buildings. 

7th,  Cause  of  fire,  defective  dry-room. 

3.19  I'.  M.,      Responded  to  by  Station  No.  1. 
Box  46.         In  service  two  hours. 
Covers  spread,  eleven. 

Insurance  on  building,  $1,900.     Losses  paid,  $1,200. 
Insurance  on  contents,  $500.     Losses  paid,  $16.25. 
Loss  on  property  not  insured,  $1,000. 


Wednesday,    No.  219  Lombard  street.     One-story  frame  dwelling. 

7th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.58  p.  m.,     Responded  to  by  Station  No.  1. 
Telephone.      In  service  fifty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $200. 

Insurance  on  contents,  $1,000.     Losses  paid,  $280.80. 
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Thursday,  Baker  st.  and  Sullivan  al  ley.    Two  and  three  story  brick  buildings. 

8th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

7.43  p.  m.,  Eesponded  to  by  Stations  Nos.  1  and  2. 

8.05  p.  m.,  In  service  four  hours. 

Box  25  Covers  spread,  ten. 

and  Insurance  on  buildings,  $9,200.     Losses  paid  $4,720. 

2d  alarm.  Insurance  on  contents,  $29,625.     Losses  paid,  $15,627.60. 

Thursday,      No.  506  Market  street,     Two-story  brick  and  frame  building. 

8th,  Cause  of  fire,  unknown. 

9.12  p.  M.,     Responded  to  by  Stations  Nos.  1  and  2. 
Box  38.         In  service  one  hour  and  thirty  minutes. 
Covers  spread,  thirteen. 
Extinguishers  used,  three. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  contents,  $16,750.     Losses  paid,  $3,769. 
Loss  on  property  not  insured,  $500. 

Thursday,      No.  357 h  Minna  street.     Two-story  frame  dwelling. 

8th,  Cause  of  fire,  wooden  ash-box. 

10.05  p.  m.,     Responded  to  by  Station  No.  1. 
Box  62.        In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 

Friday,  No.  442  Minna  street. 

9th,  Needless  alarm  ;  chimney  burning. 

5.24  p.  m.,  Responded  to  by  Station  No.  2. 

Box  65.  In  service  forty  minutes. 

Friday,        No.  41  Jessie  street.     Two-story  frame  dwelling. 
9th,  Cause  of  fire,  carelessness  with  matches. 

8.20  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $50. 

Tuesday,       No.  316  Turk  street.     Two-story  frame  dwelling. 

13th,  Cause  of  fire,  carelessness  with  matches. 

3.05  p.  m.,     Responded  to  by  Station  No.  2. 
Box  91.        In  service  forty  minutes. 

Insurance  on  buildings,  $5,000.     Loss,  $10.     No  claim. 
Insurance  on  contents,  $6,000.     Losses  paid,  $206. 


Wednesday,    No.  826  Geary  street  (rear).     Building  and  fence. 

14th,  Cause  of  fire,  hot  ashes  in  wooden  box. 

12.56  A.  m.,     Responded  to  by  Station  No.  2. 
Box  137.       In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $10. 
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Thursday,  No.  24  Stanley  Place.     Two-story  frame  dwelling. 

15th,  <  lause  of  lire,  incendiary. 

2.33  A.  M.,  Responded  to  by  Station  No.  1. 

Box  56  In  service  fifty  minutes. 

and  Insurance  on  building,  §1,800.     Losses  paid,  {50. 

Telephone.  Loss  on  property  not  insured,  820. 


Monday,       Nos.  841  to  847  Washington  st.     Four-story  brick  buildings;  and 
19th,  Nos.  912  to  920  Stockton  st.     Two  and  three  story  brick  and 

4.16  A.  M.,  frame  buildings. 

Box  25.        Cause  of  fire,  unknown. 

Responded  to  by  Stations  Nos.  1  and  2. 

In  service  four  hours  and  thirty  minutes. 

i  lovers  spread,  twenty-seven. 

Insurance  on  buildings,  820,000.     Losses  paid,  $4,885. 

Insurance  on  contents,  815,232.80.     Losses  paid,  84,815. 

Loss  mi  property  not  insured,  $4,900. 


Friday,         Folsom  and  Fifteenth  sts.     Two-story  frame  building  (tannery). 
23d,  Cause  of  lire,  defective  furnace. 

4.43  A.  at.,      Responded  to  by  Station  No.  2. 
Box  145.        In  service  two  hours  and  thirty  minutes. 

Insurance  on  building,  $5,500.     Losses  paid,  $2,998. 
Inturance  on  contents,  817,000.     Losses  paid,  $16,772. 


Friday,         Sea  Wall,  near  Section  No.  2.      Explosion  of  Fire-arms. 
23d,  Cause  of  fire,  boy  with  matches. 

11.36  a.  m.,     Responded  to  by  Station  No.  1. 
Box  352.       In  service  fifty  minutes. 

Loss  on  property  not   insured,  $50. 


Saturday,       No.  413  Sanchez  street.     One-story  frame  dry-house. 

24t.h,  Cause  of  fire,  defective  dry-house. 

1.00  a.  m.,     Responded  to  by  the  Captain. 
Box  271.        In  service  thirty  minutes. 

Loss  on  property  not  insured,  875. 


Saturday,      Nos.  9  and  11  Baldwin  Court.     Two-story  frame  dwellings. 

24th,  Cause  of  fire,  sparks  from  chimney. 

6.05  p.  M.,     Responded  to  by  Station  No.  1. 
Box  58.        In  service  forty  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $1,100.     Losses  paid,  $123. 
Loss  on  property  not  insured,  $100. 
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Tuesday,        Fifth  and  King  streets.      One-story  frame  freight-shed. 
27th,         Cause  of  fire,  sparks  from  locomotive. 
12.43  a.  m.,      Responded  to  by  Station  No.  2. 
Box  182.       In  service  two  hours. 

( 'overs  spread,  seventeen. 

Loss  on  property  not  insured,  $2,300. 

Saturday,       Nos.  36  to  40  Clay  street.     Two-story  brick  buildings. 

31st,  Cause  of  fire,  spontaneous  combustion  in  old  rags. 

3.12  A.  m.,     Responded  to  by  Station  No.  1. 
Box  15,         In  service  two  hours. 

Covers  spread,  thirty-eight. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $384. 

Insurance  on  contents,  $8,300.     Losses  paid,  $1,550. 


AUGUST. 

Sunday,        Alameda  and  De  Haro  sts.    ( >ne-story  frame  bui ldi ng  ( unoccupied) 
1st,  Cause  of  fire,  incendiary. 

6.00  P.  M.,      Responded  to  by  Station  No.  2. 
Box  152.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $75. 

Tuesday,  deary  and  Kearny  streets. 

3d,  False  alarm,  from  carriage  office. 

9.12  A.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  forty  minutes. 

Tuesday,  No.  114  McAllister  street. 

3d,  False  alarm. 

3.12  p.  M.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  fifteen  minutes. 

Tuesday,       Nos.  625-627  Brannan  st.     Two-story  frame  dwelling  and  stable. 

3d,  <  !ause  of  fire,  unknown. 

8.55  p.  m.,      Responded  to  by  Station  No.  2. 
Box  182.        Insurance  on  buildings,  $700.      Losses  paid,  $650. 
Insurance  on  contents,  $625.     Losses  paid,  $73. 
Loss  on  property  not  insured,  $500. 


Wednesday,  No.  515  Folsom  street. 

4th,  Needless  alarm,  chimney  burning. 

5.05  p.  m.,  Responded  to  by  Station  No.  1. 

Box  68.  In  service  twenty-five  minutes.  . 
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Thursday,  False  alarm. 

5th,  Responded  to  by  Station  No.  2. 

9.27  p.  m.,  In  service  twenty-five  minutes. 
Box  82. 

Friday,         Sea  Wall  No.  2.      Hold  of  Steamship  Santa  Cruz. 
6th,  Cause  of  fire,  carelessness  with  lamp. 

8.03  a.  m.,     Responded  to  by  Station  No.  1. 
Box  352.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 

Wednesday.    No.  6  Waverly  Place.     Two-story  frame  dwelling. 

12th,  (  !ause  of  tire,  cigarette  smoking. 

12.45  p.  m.,    Responded  to  by  Station  ;No.  1. 
Box  25.         In  service  forty  minutes. 

Insurance  on  contents,  §300.      Losses  paid,  $25. 
Loss  on  property  not  insured,  #100. 

Wednesday,    Nos.  311-315  Mission  st.  (rear).     One-story  frame  machine  shop. 

12th,  (  ause  of  tire,  sparks  from  restaurant  smoke-stack. 

3.56  p.  m..      Responded  to  by  Station  No.  1. 
Box  52.        In  service  fifty  minutes. 

Insurance  on  building,  #700.      Losses  paid,  $25. 

Friday,         No.  1049  Market  street.     Two-story  frame  building. 
14th,  Cause  of  fire,  unknown. 

1.17  A.  M.,     Responded  to  by  Station  No.  2. 
Box  75.         In  service  one  hour  and  thirty  minutes. 

Extinguishers  used,  two.     Extinguished  by  Patrol. 
Insurance  on  building,  #1,500.     Losses  paid,  $25. 
Insurance  on  contents,  #6,500.     Losses  paid,  #900. 

Monday,        No.  700  Fourth  street.     Two-story  frame  building. 
•     16th,  Cause  of  fire,  unknown. 

3.35  a.  M.,     Responded  to  by  Station  No.  1. 
Box  156.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  building  #1,200.     Losses  paid,  $5,50. 

Insurance  on  contents,  #1,500.     Losses  paid,  #100. 

Sunday,  No.  849  Market  street  (rear). 

17th,  Needless  alarm,  chimney  burning. 

4.38  P.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty-five  minutes. 

Wednesday,  False  alarm. 

20th,  Responded  to  by  Station  No.  2. 

12.53  A.  M.,  In  service  fifty  minutes. 
Box  172. 
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Wednesday,    Nos.  623  to  627  O'Farrell  street.     Two-story  frame  dwellings. 

20th,  ( 'ause  of  tire,  unknown. 

7.55  p.  m.      Responded  to  by  Station  No.  2. 
Box  139.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  fifteen. 

Insurance  on  buildings,  $15,200.      Losses  paid,  $1,375. 
Insurance  on  contents,  $4,500.     Losses  paid,  $231. 

Thursday,      Nos.  204  to  208  Berry  st.     One  and  two  story  frame  buildings. 

21st,  Cause  of  fire,  defective  Chinese  wash-house. 

2.44  p.  m.,     Responded  to  by  Station  No.  1. 
Box  156.       In  service  one  hour  and  thirty  minutes. 
Covers  spread,  five. 
Loss  on  property  not  insured,  $2,020. 

Thursday,  Brannan,   Bluxome,   and    Fifth    streets.     Two  and    three   story 

21st,  frame  dwellings,  factories,  and  mills. 

6.08  P.  M.,  Cause  of  fire,  defective  smoke-stack  in  foundry. 

6.10  p.  m.,  Responded  to  by  Stations  Nos.  1  and  2. 

7.05  p.  M.,  In  service  eight  hours. 

Box  68  Covers  spread,  three, 

and  Insurance  on  buildings,  $52,500.      Losses  paid,  $33,145. 

Telephone.  Insurance  on  contents,  $276,595.     Losses  paid,  $187,362.85. 

2d  and  3d  Loss  on  property  not  insured,  $150,776.40. 

alarms.  Aggregate  loss,  $371,283.25. 

Thursday,      No.  221  Waller  street.     One-story  frame  dwelling. 

21st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.30  p.  m.,     Responded  to  by  the  Captain. 
Box  382.       In  service  one  hour. 

Insurance  on  building,  $1,600.      Losses  paid,  $10. 
Insurance  on  contents,  $1,000.     Losses  paid,  $70. 

Thursday,      No.  9  Zoe  street  (rear).     Two-story  frame  dwelling. 

21st,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.53  p.  m.,     Responded  to  by  Station  No.  1. 
Box  69.         In  service  twenty-five  minutes. 

Loss  on  property  not  insured,  $50. 


Friday,        N.  W.  corner  of  Fourth  and  Berry  sts.  Two-story  frame  building. 
22d,  Cause  of  fire,  sparks  from  Brannan  street  fire. 

3.13  a.  M.,     Responded  to  by  Station  No.  1. 
Box  156.        In  service  forty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $25. 
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Friday,  No.  418  Sutter  street. 

22d,  Needless  alarm ;  chimney  burning. 

1.09  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,  Nos.  1519  to  1521  Jackson  street.     Two-story  frame  dwelling. 

23d,  Cause  of  fire,  spontaneous  combustion. 

3.53  p.  M.,  Out  of  Patrol  district ;  did  net  respond. 

Box  126.  Insurance  on  buildings,  $5,000.     Losses  paid,  $175. 
insurance  on  contents,  $2,000.     Losses  paid,  $100. 


Sunday,        Second  street,  near  Howard  street. 
24th,  Cause  of  fire,  detective  range. 

8.21  a.  M.,     Responded  to  by  Station  No.  1. 
Telephone.      In  service  fifty  minutes. 
Extinguishers  used,  one. 
Extinguished  by  Patrol. 
Loss,  $10. 


Frame  shed. 


Monday,  No.  712  Sutter  street, 

25th,  liaise  alarm. 

12.07  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Monday,       No.  737  Washington  street.     Two-story  brick  building 

25th,  ( 'ause  of  fire,  carelessness  with 'fire. 

8.21  p.  m.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  forty  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $25. 
Insurance  on  contents,  $700.     Losses  paid,  $5. 


Tuesday,       No.  2,000  McAllister  street.     Two-storv  frame  hotel. 


2.16  a.  m.,     Responded  to  by  the  Captain. 
Box  248.       In  service  one  hour. 

Insurance  on  building,  $1,500. 


Losses  paid,  $37. 


Wednesday,  No.  1787  Harrison  street. 

27th,  Needless  alarm,  chimney  burning. 

4.44  p.  m.,  Responded  to  by  Station  No.  2. 

Box  153.  In  service  forty  minutes. 


Thursday,  No.  438  Tehama  street. 

28th,  Needless  alarm,  chimney  burning. 

4.58  P.  M.,  Responded  to  by  Station  No.  2. 

Box  64.  In  service  twenty  minutes. 
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Thursday,      Nos.  327  329  Front  street.     Two-story  brick  buildings. 

28th,         Cause  of  fire,  carelessness  with  candle  (testing eggs). 
8.07  p.  m.,     Responded  to  by  Station  No.  1. 
Box  26.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $500. 
Insurance  on  contents,  $500.     Losses  paid,  $425. 

Friday,        No.  360  Clementina  street.     Two-story  frame  building. 
29th,  Cause  of  fire,  spontaneous  combustion. 

12.53  A.  m.,     Responded  to  by  Station  No.  2. 
Box  158.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $10. 

Friday,        No.  20  Birch  avenue.     Two-story  frame  dwelling. 
29th,  Cause  of  fire,  unknown. 

10.15  a.  m.,     Responded  to  by  Station  No.  2. 
Still.  In  service  fifty  minutes. 

Insurance  on  building,  $2,000.      Losses  paid,  $50. 
Insurance  on  contents,  $600.     Losses  paid,  $120. 


Saturday,       Nos.  205-207  Kearny  street.     Four-story  brick  building. 

30th,  Cause  of  fire,  carelessness  with  candle. 

7.30  p.  M.,     Responded  to  by  Station  No.  1. 

Still.  In  service  fifty  minutes. 

Loss,  $50.     No  claim. 


Saturday,  No.  317}  Fifth  street. 

30th,  Needless  alarm;  chimney  burning. 

8.10  p.  M.,  Responded  to  by  Station  No.  2. 

Box  158.  In  service  twenty  minutes. 

Sunday,  No.  925  Powell  street.     One-story  frame  shed  (rear' 

31st,  Cause  of  tire,  wooden  ash. box. 

4.50  A.  m.,  Responded  to  by  Station  No.  1. 

Box  24.  In  service  forty  minutes. 

Loss  on  property  not  insured,  $75, 


SEPTEMBER. 


Thursday,      No.  685J  Market  street.     Four-story  frame  building 

'2d,  Cause  of  fire,  spark  from  chimney. 

3.25  p.  m.,     Responded  to  by  Station  No.  2. 
Box  47.        In  service  forty  minutes. 
Covers  spread,  two. 
Insurance  on  building,  $8,000.     Losses  paid,  $25. 
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Thursday,      Center  and  Nebraska  streets.     Two-story  match  factory. 

2d,  Cause  of  tire,  defective  dry-room. 

6.20  P.  i\r.,     Responded  to  by  the  Captain. 
Box  238.       In  service  one  hour. 

Insurance  on  building,  $1,500.     Losses  paid,  $25. 

Friday,        Vallejo  street  Wharf.     Tug-boat  Rescue. 
3d,  Cause  of  tire,  friction  of  steering  gear. 

6.01  p.  m.,     Responded  to  by  Station  No.  1. 
Box  13.        In  service  forty  minutes. 

Loss  on  property  not  insured,  $100. 

Saturday,       No.  1414  Dupont  street.     Two-story  brick  cracker  bakery. 
4th,  Cause  of  fire,  defective  oven. 

12.57  A.  M.,     Responded  to  by  the  Captain. 
Box  7.         In  service  one  hour. 

Insurance  on  building,  $4,000.     Losses  paid,  $35. 
Insurance  on  contents,  $2,000.     Losses  paid,  $190.60. 

Saturday,       No.  536  Green  street.     Two-story  frame  dwelling. 

4th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

10.11  P.  M.,     Responded  to  by  Station  No.  1. 
Box  8.         In  service  forty-five  minutes. 

Insurance  on  building,  $200.     Losses  paid,  $40. 
Loss  on  property  not  insured,  $25. 

Monday,        No.  2409  Sutter  street.     One-story  frame  stable. 

6th,  Cause  of  fire,  children  with  matches. 

4.11  p.  M.,     Responded  to  by  the  Captain. 
Box  217.       In  service  fifty  minutes. 

Loss  on  property  not  insured,  50  cents. 

Tuesday,       No.  811  Stockton  street.     Four-story  frame  building. 

7th,  Cause  of  fire,  carelessness  with  fire. 

4.20  A.  m.,     Responded  to  by  Station  No.  1. 
Box  29.        In  service  forty-five  minutes. 

Loss  on  property  not  insured,  $25. 


Wednesday,  Nbs.  9  and  11  Front  street.     Three-story  brick  building. 

8th,  Cause  of  fire,  supposed  matches. 

5.00  p.  M.,  Responded  to  by  Station  No.  1. 

Box  37  In  service  one  hour. 

and  Extinguishers  used,  two. 

Still.  Held  in  check  until  arrival  of  Fire  Department. 

Insurance  on  contents,  SI  19,500.      Losses  paid,  $5,030. 
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Wednesday,  No.  114  Spear  street. 

8th,  False  alarm.     Messenger  wanted. 

7.04  P.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 


Friday,        No.  2010  Stockton  street.     Two-story  frame  dwelling. 
10th,  Cause  of  fire,  boiling  over  kettle  of  fat. 

11.56  A.  M.,     Responded  to  by  Station  No.  1. 
Box  194.       In  service  forty  minutes. 

Loss  on  property  not  insured,  $1. 


Saturday,  Needless  alarm ;  bonfire. 

11th,  Responded  to  by  the  Captain. 

7.04  P.  M.,  In  service  forty  minutes. 
Box  238. 


Sunday,        S.  E.  corner  of  Sacramento  and  Drum  streets.     Two-story  frame 
12th,  building. 

2.06  A.  m.,     Cause  of  fire,  defective  chimney. 
Box  32.        Responded  to  by  Station  No.  1. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $1,500.     Losses  paid,  $95. 
Insurance  on  contents,  $200.     Losses  paid,  $22.50. 


Monday,  No.  1  New  Montgomery  street.     Railroad  office. 

13th,  False  alarm.     Messenger  wanted. 

10.00  A.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


Tuesday,       No.  116  Eleventh  street. 

14th,  Cause  of  fire,  carelessness  with  fire. 

8.00  p.  M.,     Responded  to  by  Station  No.  2. 
Box  71.         In  service  forty  minutes. 

Insurance  on  contents,  $500.     Losses  paid,  $23. 
Loss  on  property  not  insured,  $5. 


Friday,        No.  156  Fourth  street. 
17th,  Needless  alarm;  smoke  issuing  from  building. 

10.36  p.  M.,     Cause  of  alarm,  pan  of  sulphur  smoking  out  vermin. 
Box  62.        Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 
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Saturday,       Nos.  1535-1539  Geary  st.     Two  and  three  story  frame  buildings. 

18th,  Cause  of  fire,  wooden  ash-barrel. 

7.35  p.  m.,     Responded  to  by  Station  No.  2. 
Box  178.       In  service  one  hour. 

Covers  spread,  two. 

Insurance  on  buildings,  $7,000.     Losses  paid,  $650. 

Insurance  on  contents,  §1,625. 

Loss  on  property  not  insured,  $85. 

Sunday,  No.  132  Fourth  street. 

19th,  Needless  alarm  ;  burning  of  chimney. 

7.19  P.  M.,  Responded  to  by  Station  No.  1. 

Box  62.  In  service  twenty-five  minutes. 

Monday,  No.  1130  Green  street. 

20th,  Needless  alarm;  burning  of  chimney. 

4.47  P.  M.,  Responded  to  by  the  Captain. 

Box  123.  In  service  fifty  minutes. 


Sunday,        Nos.  319-323  Bush  street.     Three-story  brick  buildings. 
26th,  Cause  of  tire,  carelessness  with  cigar. 

5.13  a.  m..     Responded  to  by  Station  No.  1. 
Box  4ii.         In  service  one  hour  and  thirty  minutes. 
Covers  spread,  live. 

Insurance  on  building,  88,000.  Losses  paid,  $556. 
Insurance  on  contents,  £1,000.  Losses  paid,  $582. 
Loss  on  property  not  insured,  $200. 

Sunday,        Nos.  1324  to  1332  Market  street.     One-story  brick  buildings. 
20th,  Cause  lit'  fire,  explosion  of  gas  from  benzine. 

J-.34  P.  M.,      Responded  to  by  Station  No.  2. 
Box  75.         In  service  four  hours. 

Insurance  on  buildings,  $3,000.      Losses  paid,  $750. 
Insurance  on  contents,  $17,660.      Losses  paid,  $12,171.76. 

Monday,        N.   E.  corner  of  Mission  and  Main.      Two-story  brick  mill. 

27th,  Cause  of  tire,  sparks  from  smoke-stack. 

7.53  a.  m.,     Responded  to  by  Station  No.  1. 
Box  32.         In  service  twenty-five  minutes. 
Loss  Si  5. 


Monday,  No.  226  Stockton  street. 

27th,  False  alarm. 

5.28  i>.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 
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Monday,  No.  848  Folsoni  street. 

27th,  Needless  alarm ;  chimney  burning. 

6.02  p.  M.,  Responded  to  by  Station  No.  2. 

Box  158.  In  service  twenty-five  minutes. 

Tuesday,       No.  62  Jessie  street  (rear).     One-story  frame  shed. 
28th,  Cause  of  fire,  wooden  ash-barrel. 

10.57  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $15. 


OCTOBER. 


Friday,        Frederick  street,  between  First  and  Second  streets. 
1st,  brick  cooper  shop. 

).36  p.  M.,     Cause  of  fire,  defective  furnace. 
Box  56.        Responded  to  by  Station  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $200. 
Insurance  on  contents,  $2,000.     Losses  paid,  $365. 


Two-story 


Sunday,  Vallejo  and  Stockton  streets. 

3d,  Needless  alarm  ;  chimney  burning. 

12.38  A.  m.,  Responded  to  by  Station  No.  1. 

Box  14.  In  service  twenty-five  minutes. 

Sunday,  Natoma  near  New  Montgomery  street. 

3d,  Needless  alarm  ;  chimney  burning. 

6.45  P.  M.,  Responded  to  by  Station  No.  1. 

Still.  In  service  twenty  minutes. 

Monday,       Harrison  and  Sixteenth  streets.     Two-story  frame  factory. 

4th,  Cause  of  fire,  defective  furnace. 

3.05  ,v.  m.,     Responded  to  by  Station  No.  2. 
Box  149.        In  service  two  hours. 

( 'overs  spread,  twenty-five. 

Insurance  on  building,  $2,107.      Losses  paid,  $1,639. 

Insurance  on  contents,  $5,642.      Losses  paid,  $3,482. 

Loss  on  property  not  insured,  $100. 


Monday,  No.  216  Post  street. 

4th,  False  alarm;  box  out  of  order. 

6.15  p.  M.,  Responded  to  by  Station  No.  I. 

Telephone.  In  service  fifteen  minutes. 
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Wednesday,    Montgomery  street.     Lick  House. 

6th,  Needless  alarm. 

3.45  p.  M.,     Cause  of  lire,  open  stove-pipe  hole  in  chimney. 
Telephone.      Responded  to  by  Station  No.  1. 
In  service  fifteen  minutes. 


Wednesday,     Nos.  1511-1513  Taylor  street.     Two-story  frame  dwellings. 

6th,  Cause  of  fire,  explosion  of  coal-oil  lamp. 

8.35  p.  m.,      Responded  to  by  Station  No.  1. 
Box  16.         In  service  two  hours. 

Insurance  on  buildings,  84,000.     Losses  paid,  $250. 
Insurance  on  contents,  810,50.     Losses  paid,  $290. 


Friday,        Nos.  311-313  O'FarreU  st.     One  and  two-story  frame  buildings. 
8th,  Cause  of  fire,  defective  Chinese  wash-house. 

3.04  A.  M..      Responded  to  by  Station  No.  2. 
Box  96.         In  service  two  hours. 
<  lovers  spread,  fifteen. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $865. 
Insurance  on  contents,  $1,500.      Losses  paid,  $770. 
Loss  on  property  not  insured,  81,200. 


treets.    Three-story  brick 


Saturday,       Sacramento,  Commercial  and  Kearn 

9th,  buildings. 

11.52  P.  M.,     Cause  of  tire,  carelessness  with  cigarette. 
Box  21.        Responded  to  by  Station  No.  1. 
In  service  two  hours. 
Covers  spread,  fifteen. 

Insurance  on  buildings,  $22,000.     Losses  paid,  $131. 
Insurance  on  contents,  827,500.     Losses  paid,  82,000. 


Tuesday,       No.  16  Birch  Avenue.     Two-story  frame  dwelling. 
12th,  Cause  of  fire,  carelessness  with  matches. 

10.45  P.  M.,     Responded  to  by  Station  No.  2. 
Box  76.        In  service  fifty  minutes. 

Insurance  on  building,  82,000.     Losses  paid,  $30. 
Insurance  on  contents,  81,500.     Losses  paid,  $15. 


Thursday,  No.  322  Brannan  street. 

14th,  Needless  alarm  ;  chimney  burning. 

5.20  p.  M.,  Responded  to  by  Station  No.  2. 

Box  57.  In  service  twenty  minutes. 
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Thursday,      S.  E.  corner  of  Folsom  and   Eight] 

L4th,  building. 

I  !.:;:;  i'.  M.,     Cause  of  fire,  hoi  ashes. 
Box  73.        Responded  to  by  Station  No.  2. 
In  service  forty  minutes. 
Loss  on  property  not  insured,  $5. 


story   frame 


Sunday,        Montgomery  and  Clay  streets.     Four-story  brick  building. 
17th,  Cause  of  fire,  defective  flue. 

11.44  a.  M.,     Responded  to  by  Station  No.  1. 
Box  27.         In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  §30,000.     Losses  paid,  $244. 
Insurance  on  contents,  §5,700.     Losses  paid,  $360. 

Tuesday,  No.  1007  Vallejo  street.     Wooden  sidewalk  in  front  of  building. 

19th,  Cause  of  fire,  leaky  gas-pipes. 

4.00  p.  m.,  Responded  to  by  the  Captain. 

Box  291 .  In  service  fifty  minutes. 

Tuesday,       No.  68  First  street.     Two-story  frame  building. 

19th,  Cause  of  fire,  explosion  of  coal -oil  stove. 

4.05  p.  M.,      Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $5. 


One-story  frame  building. 


Thursday,      Harrison  and  Thirteenth  streets. 

21st,  Cause  of  fire,  incendiary. 

12.51  A.  m.,     Responded  to  by  Station  No.  2. 
Box  79.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $300.     Losses  paid,  $147. 
Insurance  on  contents,  $200.     Losses  paid,  $3. 

Saturday,  No.  28  Seventh  street. 

23d,  False  alarm. 

8.31  A.  m.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  twenty  minutes. 

Sunday,        No.  21  Morton  street.     Two-story  brick  building, 
24th,  Cause  of  fire,  defective  range. 

3.30  p.  m.,      Responded  to  by  Station  No.  1. 
Telephone.     In  service  fifty  minutes. 

Loss  on  property  not  insured,  $75. 


Sunday,  No.  334  Pine  street. 

24th,  False  alarm.     Messenger  wanted. 

3.50  p.  M.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 


[    65    j 

Monday,  No.  228  Montgomery  street. 

25th,  False  alarm.      Box  out  of  order. 

9.30  A.  M.,  .Responded  to  by  Station  No.  1. 

Telephone.  In  service  fifteen  minutes. 

Monday,        Nos.  814-81(5  California  st.     Two  and  three  story  frame  buildings 

25th,  Cause  of  fire,  sparks  from  chimney. 

1.29  P.  m..     Responded  to  by  Station  No.  1. 
Box  29.        In  service  one  hour. 

Insurance  on  buildings,  .$8,000.      Losses  paid,  857.85. 
Insurance  on  contents,  $1,000. 

Thursday,  Bryant  and  Third  streets. 

28th,  False  alarm.     Box  out  of  order. 

11.35  a.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Friday,         No.  811  Washington  street.     One-story  frame  building. 
29th,  Cause  of  fire,  carelessness  with  matches. 

5.05  A.  M.,     Responded  to  by  Station  No.  1. 
Box  25.        In  service  fifty  minutes. 

Insurance  on  contents,  $3,600.     Losses  paid,  $600. 
Loss  on  property  not  insured,  $50. 


NOVEMBER. 

Monday,        No.  825  Montgomery  street.     Two-story  frame  building 

1st,  Cause  of  fire,  defective  range. 

6.15  a.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Loss  on  property  not  insured,  $110. 


Tuesday,        San   Bruno    road  and  Twenty-eighth  street.     Two-story  frame 
2d,  building. 

12.42  A.  M.,     Cause  of  fire,  defective  range. 
Box  285.       Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $1,500.     Losses  paid,  $1,500. 
Insurance  on  contents,  $1,000.     Losses  paid,  $857.60. 
Loss  on  property  not  insured,  $500. 


Tuesday, 
2d,  ' 
12.56  A.  m. 
Box  281. 


Needless  alarm,  for  the  above  fire. 


[  <;<">  ] 

Wednesday,    No.  1514  Polk  street.     Three-story  frame  building. 

3d,  Cause  of  fire,  explosion  of  toy  engine. 

L0.51  a.  m.,     Responded  to  by  Station  No.  2. 
Box  11)4.       In  service  forty  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $115. 


Wednesday,    No.  .">lo  Stockton  street.     Three-story  brick  building. 

3d,  Cause  of  fire,  carelessness  with  gas-torch. 

7.40  p.  m.,     Responded  to  by  Station  No.  1. 
Still.  In  service  fifty  minutes. 

Insurance  on  building,  $12,000.     Losses  paid,  $285. 
Insurance  on  contents,  $10,600.     Losses  paid,  $25. 


Wednesday,     Fourth  and  King  streets.     One  and  two-story  frame  buildings. 

3d,  (  a  use  of  lire,  unknown. 

9.58  P.  M.,      Responded  to  by  Station  No.  1. 
Box  156.        In  service  three  hours. 
Covers  spread,  six. 

Insurance  on  buildings,  $650.     Losses  paid,  $650. 
Insurance  on  contents,  $4,730.     Losses  paid  $3,148. 
Loss  on  property  not  insured,  $1,410. 


Wednesday,    Greenwich  and  Filbert  streets. 

3d,  Needless  alarm;  leaky  gas-pipe  under  sidewalk. 

11.04  p.  M.,     Responded  to  by  the  Captain. 
Box  219.       In  service  one  hour. 

Loss  on  property  not  insured,  $5. 


Friday,        No.  408  Riteh  street.     Two-story  frame  stable. 
5th,  Cause  of  fire,  supposed  spark  from  locomotive. 

3.37  p.  M.,      Responded  to  by  Station  No.  1. 
Box  156.       In  service  one  hour  and  twenty  minutes. 
Loss  on  property  not  insured,  $1,250. 


Friday,  S.  W.  corner  of  Sacramento  and  Commercial  streets.     Two-story 
5th,  brick  building. 

6.35  P.  M.,  Cause  of  fire,  unknown. 

6.36  p.  m.,  Responded  to  by  Stations  Nos.  1  and  2. 
Box  264  In  service  one  hour  and  thirty  minutes. 

and  Covers  spread,  fifteen. 

Telephone.  Insurance  on  buildings,  $10,000.     Losses  paid,  $440. 

Insurance  on  contents,  $14,500.     Losses  paid,  $1,499.92. 


[    G7     ] 


Saturday,       S.  E.  corner  of  California  and  Davis  streets.     Three-story  brick 

6th,  building. 

1.20  P.  M.,      Needless  alarm  ;  burning  of  water-tank  on  roof. 
Still.  Cause  of  fire,  carelessness  with  stove. 

Responded  to  by  Station  No.  1. 
In  service  twenty  minutes. 


Saturday,       No.  2800  Sacramento  street,     Two-story  frame  building. 

6th,  Cause  of  fire,  defective  stove. 

11.07  P.  M.,     Responded  to  by  the  Captain. 
Box  283.        In  service  thirty  minutes. 

Insurance  on  building,  $1,400.     Losses  paid,  $132. 
Insurance  on  contents,  $1,500.     Loss,  $5.     No  claim. 

Sunday,        Nos.  62  to  69  Fourth  street.     Two-story  frame  buildings. 
7th,  Cause  of  fire,  defective  oven. 

10.28  P.  M.,     Responded  to  by  Station  No.  1. 
Box  02.         In  service  two  hours. 

Covers  spread,  twenty-four. 

Insurance  on  buildings,  $3,000.      Losses  paid,  $1,450. 
Insurance  on  contents.  $4,050.      Losses  paid,  81  218.65. 
Loss  on  property  not  insured,  $1,500. 

Tuesday,        No.  ins  First  street.      Two-story  brick  building. 

9th,  Cause  of  fire,  supposed  friction  of  machinery. 

5.14  a.  m..      Responded  to  by  Station  No.  1. 
Box  52.         In  service  fifty  minutes. 
Covers  spread,  eight. 

Insurance  on  building,  $1,800.      Losses  paid,  $150. 
Insurance  on  contents,  $5,000.      Losses  paid,  $212.50. 


Tuesday,       No.  1617  California  street.     Two-story  frame  dwelling. 
9th,  Cause  of  tire,  carelessness  with  matches. 

12.11  P.  M.,     Responded  to  by  Station  No.  2, 
Box  138.        In  service  fifty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $12.50. 
Loss  on  property  not  insured,  $25. 

Thursday,  Harrison  and  Sixth  streets. 

11th,  False  alarm.      Box  in  hall-way. 

12.50  p.  ,%r.,  Responded  to  by  Station  No.  2. 

Telephone.  In  service  thirty-five  minutes. 

Thursday,      No.  50  West  Mission  street.     Two-story  frame  dwelling 

11th,  Cause  of  fire,  carelessness  witli  lamp. 

5.54  p.  M.,     Responded  to  by  Station  No.  2. 
Box  72.         In  service  fifty  minutes. 

Loss  on  property  not  insured.  $5. 


[  te  ] 

Sunday,         No.  306  Sutter  street.     Two-story  frame  dwelling. 
14th,  Cause  of  tire,  gas-jet. 

10.44  p.  m.,     Responded  to  by  Station  No.  1. 
Box  49.         In  service  twenty  minutes. 

Insurance  on  building,  §2,000.     Losses  paid,  $16. 
Loss  on  property  not  insured,  $50. 

Monday,  No.  220.]  Francisco  street. 

15th,  Needless  alarm  ;  chimney  burning. 

7.15  A.  m.,  Responded  to  by  Station  No.  1. 

Box  194.  In  service  thirty-live  minutes. 

Monday,        Nos.  106-1 10  Taylor  st.     Two  and  three  story  frame  buildings. 
15th,  Cause  of  lire,  explosion  of  coal-oil  lamp. 

11.01  p.  m.,     Responded  to  by  Station  No.  2. 
Box  90.         In  service  one  hour  and  ten  minutes. 
Covers  spread,  thirteen. 

Insurance  on  buildings,  §10,500.     Losses  paid,  $1,307. 
Insurance  on  contents,  $1,500.      Losses  paid,  $32.40. 

Wednesday,     No.  014  Kearny  street.     Three-story  brick  building. 

17th,  Cause  of  lire,  smoking  in  bed. 

1.03  p.  m.,     Responded  to  by  Station  No.  1. 
Box  21.        In  service  twenty  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $5. 
Loss  on  property  not  insured,  $20. 

Wednesday,  Bryant  and  Main  streets. 

17th,  False  alarm. 

4.03  i'.  M.,  Responded  to  by  Station  No.  1. 

Box  263.  In  service  twenty  minutes. 

Friday,         No.  1 227  Stockton  street.     Two-story  brick  building. 
26th,  Cause  of  lire,  gas-jet  in  window. 

0.10  p.  m.,      Responded  to  by  Station  No.  1. 
Still.  In  service  forty-live  minutes. 

Insurance  on  contents,  $13,000.     Losses  paid,  $125. 

Sunday,        No.  220  Berry  street.     Two-story  brick  building. 
28th,  Cause  of  lire,  unknown. 

5.02  p.  M.,     Responded  to  by  Station  No.  1. 
Box  150.        In  service  forty-five  minutes. 

Boss  on  property  not  insured,  $1,020. 

Tuesday,  No.  1 153  Harrison  street. 

30th,  Needless  alarm  ;  burning  of  asphaltum  kettle. 

2.42  p.  M.,  Responded  to  by  Station  No.  1. 

Box  153.  In  service  thirty  minutes. 
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Tuesday,  No.  807  California  street.     Four-story  brick  building. 

30th,  Cause  of  tire,  explosion  of  naptha. 

3.45  p.  m.,  Responded  to  by  Station  Xo.  1. 

Telephone.  In  service  thirty  minutes. 

Tuesday.        Nos.  211  to  215  Fell  street  and  108  to  116  Hickory  avenue. 
30th,  <  me,  two,  and  three  story  frame  and  brick  buildings. 

10.52  p.  M.,     Cause  of  tire,  incendiary. 
Box  81.        Responded  to  by  Station  Xo.  2. 
In  service  two  hours. 
( 'overs  spread,  two. 

Insurance  on  building,  81,000.     Losses  paid,  $35. 
Insurance  on  contents.  $3,000.      Losses  paid,  $2,168. 
Loss  mi  property  not  insured,  $3,075. 


DECEMBER. 

Wednesday,  Hickory  avenue  and  Fell  street. 

1st,  Xeedless  alarm. 

6.57  a.  m.,  Responded  to  by  Station  Xo.  2. 

Box  81.  In  service  twenty  minutes. 

Thursday,       Nos.    715-717   Market    street.      Two-story  brick  and  three-story 

2d,  frame  buildings. 

In. lis  p.  m.,     Cause  of  tire,  spontaneous  combustion. 
Box  4s.        Responded  to  by  Station  Xo.  1. 

In  service  two  hours  and  thirty  minutes. 

Covers  spread,  thirty. 

Insurance  on  buildings,  $6,000.      Losses  paid.  81,565. 

Insurance  on  contents,  $9,300.     Losses  paid,  $3,437. 

Friday,  No.  509  Lush  street. 

3d.  False  alarm. 

3.12  p.  M.,  Responded  to  by  Station  Xo.  1. 

Telephone.  In  service  twenty  minutes. 

Saturday,       No.  227  Main  street.      Two-story  frame  building. 

4th,  Cause  of  tire,  hot  iron. 

12.4'.i  a.  m..     Responded  to  by  Station  Xo.  1. 
Box  39.         In  service  one  hour. 

Insurance  on  building,  $1,500.      Losses  paid,  $50. 


Saturday,  Xo.  210  Gougb  street.     One-story  frame  dwelling  (rear). 

4th,  Cause  of  tire,  wooden  ash-how 

8.09  p.  m..  Responded  to  by  Station  Xo.  2. 

Box  83.  In  service  forty  minutes. 
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Saturday,  Haves  and  Lagtma  streets. 

4th.  False  alarm. 

8.19  p.  >r..  Responded  to  by  Station  No.  2. 

Box  85.  In  service  twenty  minutes. 

Sunday,        No.  410  Fulton  street.     One-story  frame  dwelling  (rear). 
5th,  Cause  of  lire,  detective  chimney. 

4.45  a.  m..     Responded  to  by  Station  No.  2. 
Still.  In  service  twenty  minutes. 

Insurance  on  building,  $500.     Losses  paid   $25. 

Sunday.        No.  2423  Washington  street.     Two-story  frame  dwelling. 
oth.  Cause  of  fire,  explosion  of  eoal-oil  lamp. 

5.55  p.  m..      Responded  to  by  the  Captain 
Box  215.        In  service  fifty  minutes. 

Insurance  on  building.  $2,000.     Losses,  $20.     No  claim. 
I.  --  on  property  not  insured,  $25. 

Sunday,  No.  904  Kearny  street. 

oth,  Xee.lles-  alarm  ;  chimney  burning. 

8.5o  p.  sl,  Responded  to  by  Station  No.  1. 

Box  17.  In  service  twenty-five  minutes. 

Sunday,        No.  509  Howard  street.     Two-story  frame  building. 
oth.  Cause  of  tire,  explosion  of  eoal-oil  lamp. 

3 ' ' .  "J i!  p.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  twenty  minutes. 

Loss  on  property  not  insured,  $25. 

Tuesday.       Nos.  1342-1344  Market  <treet.     One-story  brick  buildings. 
7th.  Cause  of  tire,  defective  stove. 

12.34  a.  m..     Responded  to  by  Station  No.  2. 
Box  75.         In  service  one  hour. 
Covers  spread,  four. 
Extinguisher^  used,  one. 
Extinguished  by  Patrol. 

Insurance  on  content-.  $800.     Losses  paid,  $40. 
Loss  on  property  not  insured,  $75. 


Tuesday,  X.   E.   corner  Alameda   and   Rhode   Island  streets.     Two-story 

7th,  brick  and  frame  building  and  shed. 

1.11  a.  m.,  Cause  of  tire,  defective  boiler. 

1.42  a.  m..  Responded  to  by  the  Captain. 

Box  1"4  In  service  two  hours. 

and  Insurance  on  building.  $10,72         i.   --  -  paid,  $1,470. 

Box  152.    '  Insurance  on  contents,  $56,280.     Losses  paid,  $4,770. 
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Tuesday,       X.  W.  corner  of  Broadway  and  Montgomery  streets.     Four-story 

7th,  frame  building. 

5.56  a.  m.,     Cause  of  fire,  wooden  ash-barrel. 
Box  351.       Responded  to  by  Station  No.  1. 
In  service  forty  minutes. 
Insurance  on  building,  $10,000.      Losses  paid,  $10. 

Saturday,       Nos.  332-334  Twenty-ninth  street.      One-story  frame  dwellings. 

11th,  Cause  of  lire,  upsetting  of  coal-oil  lamp. 

7.10  P.  M.,     Responded  to  by  the  Captain. 
Box  283.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $1,100.      Losses  paid,  $365.60. 

Insurance  on  contents,  $250.      Losses  paid,  $50. 

Loss  on  property  not  insured,  $300. 

Monday,  Nos.  8  and  10  Stevenson  street.     Four-story  brick  buildings. 

13th,  Cause  of  tire,  sparks  from  furnace. 

3.09  A.  m.,  Responded  to  by  Station  No.  1. 
Still.  In  service  fifty  minutes. 

Extinguishers  used,  two. 
Extinguished  by  Patrol. 
Insurance  on  contents,  $4,000.     Losses  paid,  $10. 

Monday,       No.  809  Washington  street.     Two-story  frame  building. 

13th,  Cause  of  fire,  defective  range. 

5.07  p.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  contents,  $500.     Losses  paid,  $60. 
Loss  on  property  not  insured,  $50. 

Monday,       No.  2310  Clay  st.     Two-story  frame  dwelling;  under  front  steps. 

13th,  Cause  of  fire,  defective  gas-meter. 

5.19  p.  m.,     Responded  to  by  the  Captain. 
Box  215.       In  service  one  hour. 

Insurance  on  building,  $2,000.      Losses  paid,  $16. 

Monday,  No.  416  California  street.     Three-story  brick  building. 

13th,  Cause  of  fire,  hot  ashes  and  sawdust  in  coal-hod. 

9.44  p.  m.,  Responded  to  by  Station  No.  1. 

Telephone.  In  service  twenty  minutes. 

Tuesday,  Nos.  1644-1650  Mission  st.     One  and  two-story  frame  buildings. 

14th,  Cause  of  fire,  defective  chimney  in  wash-house. 

3.10  A.  m.,  Responded  to  by  Station  No.  2. 
Box  72.  In  service  two  hours. 

Covers  spread,  five. 

Insurance  on  building,  $900.     Losses  paid,  $500. 
Insurance  on  contents,  $1,030.     Losses  paid,  $655. 
Loss  on  property  not  insured,  $500. 
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Thursday,      Pier  No.  5,  Stuart  street.     Lumber-yard. 

16th,         Cause  of  fire,  hot  ashes  and  sawdust. 
9.3  I  p.  m.,     Responded  to  by  Station  No.  1. 
Box  34.         In  service  forty  minutes. 
Loss,  $10.     No  claim. 


Friday,        Nos.  502-504  Montgomery  street.     Four-story  brick  buildings. 
17th,  Cause  of  fire,  carelessness  by  gas-meter  inspectors. 

12.01  a.  M.,     Responded  to  by  Station  No.  1. 
Box  27.         In  service  forty  minutes. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 
Insurance  on  buildings,  $7,500.      Losses  paid,  $10. 


Friday,        Wharf  at  Potrero.     Steam  whaler,  Munj  mid   Helen. 
17th,  Cause  of  fire,  defective  fire-room. 

1.00  A.  M.,     Responded  to  by  Station  No.  1. 
Still.  In  service  fifteen  minutes. 

Insurance  on  steamer,  $40,000. 

boss  on  property  not  insured,  $15,000. 


Friday,         No.  917  Market  street.      Four-story  frame  building. 
17th,  Cause  of  fire,  defective  chimney. 

7.57  p.  m.,     Responded  to  by  Station  No.  2. 
Box  17.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $50. 
Insurance  on  contents,  $28,500.     Losses  paid,  $6,550.50. 

Saturday,      No.  1913  Howard  street.     One-story  frame  building  (rear 

18th,  Cause  of  fire,  boys  with  matches. 

2.45  p.  M.,     Responded  to  by  Station  No.  2. 
Box  364.       In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  buildings,  $7,500.      Losses  paid,  $900. 
Insurance  on  contents,  $300.      Losses  paid,  $30. 
Loss  on  property  not  insured,  $175. 


Saturday,       Nos.  254-256  Perry  street.     Two-story  frame  dwellings. 

18th,  Cause  of  fire,  defective  chimney. 

2.52  P.  M.,     Responded  to  by  Station  No.  1. 
Box  63.        In  service  one  hour  and  three  minutes. 

Insurance  on  buildings,  $1,000.      Losses  paid,  $300, 
Loss  on  property  not  insured,  $200. 
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Thursday,      Nos.  1209-1213  Market  Street,     One-story  frame  buildings. 

23d,  Cause  of  lire,  explosion  of  coal-oil  lamp. 

12. 53  a.  m.j    Responded  to  by  Station  No.  2. 
Box  76.        In  service  one  hoar. 
Covers  spread,  eight. 

Insurance  on  buildings,  $1,500.     Losses  paid.  $510. 
Insurance  on  contents,  $3,700.     Losses  paid,  $500. 
Loss  on  property  not  insured,  $225. 

Friday,  No.  1913  Clay  street.     Two-story  frame  dwelling. 

24th,  Cause  of  fire,  wooden  ash-box. 

4.35  A.  m.,  Responded  to  by  Station  No.  2. 

4.42  a.  m.,  In  service  one  hour  and  forty  minutes. 

Telephone  Insurance  on  building,  $10,000.     Estimated  Loss,  $800. 

and  Insurance  on  contents,  $22,500.     Estimated  loss,  $750. 
Box  163. 

Friday,        No.  325  Turk  street.     One-story  frame  building. 
24th,  (  ause  of  fire,  defective  chimney  from  Chinese  laundry  next  door. 

7.04  a.  m.,       Responded  to  by  Station  No.  2. 
Box  91.        In  service  fifty  minutes. 
Extinguishers  used,  two. 
Extinguished  by  Patrol. 
Loss  on  property  not  insured,  $10. 

Monday,        No.  129  Morton  street.     Two-story  brick  building. 

27th,  ('ause  of  fire,  carelessness  with  matches. 

9.13  p.  M.,      Responded  to  by  Station  No.  1. 
Telephone.      In  service  forty  minutes. 

Insurance  on  buildings,  $2,000.      Loss,  $10.     Xo  chain. 
Loss  on  property  not  insured,  $5. 

Wednesday,    No.  1228  Stockton  street.     Two-story  brick  building. 

29th,  Cause  of  fire,  spontaneous  combustion. 

5.50  A.  51.,     Responded  to  by  Station  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  building,  $600.     Estimated  Loss,  $5.40. 
Insurance  on  contents,  $400.     Losses  paid.  $10. . 


Thursday,      No.  205-209  Sacramento  street.     Two-story  brick  building. 

30th,  Cause  of  fire,  defective  charcoal  furnace. 

2.54  A.  M.,     Responded  to  by  Station  No.  1 . 
Still.  In  service  one  hour. 

Insurance  on  building,  $4,000.     Estimated  loss.  $80. 
Insurance  on  contents,  $21,000.     Losses  paid,  $300. 


INDEX  TO  FIRES  AND  ALARMS. 


Street.  No.  Page. 

Alameda  and  Deliaro ....     54 

Alameda  and  Rhode  Island  (  ) N.  E.  cor 70 

Austin 20-41      27 


IB 

Baker  and  Sullivan  Alley S.  E.  cor . 

Baldwin  Oourt   11  . 

Battery 417-419  . 

Beale 114-116  . 

"     228-230  . 

Berry 10  . 

"     204-208  . 

"      220  . 


"      cor. 

Fourth 

20     . 

16     . 

....     16-57      . 

8-49      . 

322     . 

51 1 

"                                                                               525 

"                                                                         537  576    . 

"           625-627   . 

" 725-750   . 

"       a 
Broadwav 

id  Fifth 

N.  E.  cor. 

219-225   . 

429A      . 

a 

436     . 

« 

1324-1326. 

u 

and  Montgomery 

N.  W.  cor. 

Bryant  767-77e 

"       1041 

"     2516 

"  and  Main 


[    70    J 


Bush  315-317 

"  319-323 

"  - 429 

"  430^34 

"  509 

"  706 

"  1330-1348 

"  1436 

"  and  Stockton S.    E.   cor 

"  "    Polk 

o 

California 104-106 

106 

307 

312 

"         403 

614-618 

814-816 

1617 

"         2209 

"         and  Davis 8.    E.   cor 

"         Market  and  Pine 

416 

Centre  and  Nebraska 

Chenery  and  Thirty  -first 

Church  and  Twenty-eighth 

Clay 7-13 

"     36-40 

"     517 

"     2310 

"    and  Montgomery N.  E.  cor 

"     Campi's 

"     1913 

"    between  Sansome  and  Montgomeiy 

Clementina 360 

Clinton 112 

Collingwood,  between  Seventeenth  and  Eighteenth 

Commercial 1 8-20 

534-536 

647-649 

712 

"  and  Front S.  W.  cor 

"     Clay 


[    77    ] 


ID 

Dupont 119 

336£ 

711 

"       915 

"       1414 

"       and  Market 

Davis  and  Pacific N.  W.  cor 

Druinm  and  Sacramento S.    E.   cor 

IE 

Ellis 14-26 

"      21 

"      145 

Eddy 783 

Eighth  25 

223-225 

Eleventh 115 

Everett 6-7-9 

"       41 

IE1 

Fell 211-215 

"      211-215 

Fifteenth 208— rear 

Fifth 225 

"     317J 

"     515-549 

"    Avenue  bet.  M.  and  L 

First 68 

"     108 

"     near  Harrison 262-37 

Fillmore 2426 

Folsom  (rear) 308J 

"       515 

"       554 

"       848 

1506 

"       and  Eighth S.  E.  cor. 

"         "     Fifteenth S.  E.cor. 

Fourth  53-69 

"       120 

"       132 


L    78    ] 


Fourth   700 

"       728-732 

744     . 

"       and  King 

"       and  Potrero,  Steam  Whaler  "  Mary  and  Helen  "  . . 

Francisco 220|      . 

Frederick 

Freelon 120-144  . 

Fremont 30-32 

125-127 

Front   9-11 

"      : 327-329 

Fulton 416 — rear 

"       and  Webster S.  E.oor. 


36J      .... 

Geary 501      

"     719      

"      826     .... 

"     1535-1539 .... 

a 

1 607 

Gilbert 

.15  27  116  126 

202      . . . . 

"           "          "                    216 

"            "           "         1120 

210 — rcnr 

"        „ 313 

"          40fi 

536 

"     638      .... 

"      1130     . 

821 

ih: 

662        ... 

"       832 

"       1153     . 

"        1787      . 

"       near  Sixteenth 

[    79    j 


Hickory  Avenue 
Howard   


307      . 

438      . 

108-116   . 

509     . 

544     . 

"         671      . 

1030     . 

1703     . 

1913     . 

2633      . 

"         opp.  New  Montgomery 

"         and  Spear S.  W.  cor 

Hunt 25      . 

Hyde 1907-1909 


Jackson 415-417 

"       721-723 

"       1400 

"       1519-1521 

"       and  Sansome S.  W.  cor 

Street  Wharf 

Jessie 


Johnson  Avenue.  .  . . 
Juniper  and  Folsom . 


28-30 

41 

49 

62 

273 

455 

1713£ 

10-8 


IEC 


Kearney 


King  and  Fifth  . . 
"       "     Fourth. 


Laguna . 


and  Hayes . 


29  . 

32 

205-207  . 

58 

416  . 

41 

614  . 

68 

614-620  . 

63 

633  . 

21 

819  . 

26 

904  . 

70 
54 
66 

316-318  ....  38 

70 

[    80    ] 


Langton 

Larkin  

"        near  Jackson 

Linden  Avenue 

Lombard 

"        and  Battery 


123 
423 

2215 


607 
219 


JVC 


Main. 


Market 


Mason. 


McAllister 


cor.  City  Hall  Avenue. 


Minna 


Mission 


. . .     25-31      . 

227  . 
406,  408-410  , 

506  . 
...  715-717  . 
...  715-735  .. 
. ..  767-775  . 

815 
. ..  819-823  .. 

849  . , 

865 
. . .   865i  . . 
. ..  915-917  .. 

920 

931  . . 
. . .  1049  . . 
. . . 1049-1051 . . 
...1071-1075.. 
1102  . . 
. . .  1152.1  . . 
...1207-1213.. 
...1324-1332.. 
. . . 1342-1344 . . 

106 

517  .. 

114  .. 
. . .  1625  . . 
. .   2000  . . 


637 
1458 
311-315 

309 
637-643 
357* 
442 
511-513 


..  44 

..  69 

..  18 

..  52 

..  69 

..  34 

..  41 

..  21 

. .  19 

..  55 

..  29 

. .  58 

..  72 

..  38 

. .  21 

..  55 

..  33 

..  36 

..  33 

..  36 

..  73 

..  61 

..  70 
37-38 

..  42 

..  54 

.  40 

. .  57 

.  46 
18 

.  35 

.  55 

.  49 

.  51 

.  52 

.  52 

.  47 


[    81    ] 


511-513  .. 

..     47 

(I 

52S-R27 

.     40 

"       527     . 

..     37 

"        529      . 

..     17 

1148     . 

..     30 

u 

1  fi44-1  f»4R . 

..     71 

"       1747 \     - 

..     23 

1914     . 

..     29 

"       2934     . 

..     21 

3251     . 

..     47 

..     22 

((               u 

Nineteenth 

S     E    cor 

..     30 
.     27 

it 

N.  E.  cor. 

..     61 

i:     Randall 

1     . 

..     19 
..     49 

20     . 

..     44 

« 

228     . 

..     65 

« 

405     . 

..     28 

« 

....   502-504   . 

..     72 

« 

825      . 

..     65 

u 

..     28 

a 

..     63 

(Occidental) 

21*     . 

..     45 
..     64 

« 129     . 

..     73 

35T 

408     . 

..     50 

563     . 

..     20 

« 

658     . 

..     25 

..     62 

....  152-154— r 

sar     20 

(Grand  Hotel . . 

807      . 

. . .     35 

..     29 

..     51 

O 

311      . 

. ..     43 

220     . 

....    311-313   . 

..     63 

«                                            625-627   . 

..     56 

708     . 

..     47 

T> 

....    108-110   . 

132     . 

..     20 

[    82    ] 


Perry School  House 

"" , 254-256 

Pine 334 

" 3020 

Polk 1213 

"     1301-1309 

"     1514 

Post 216 

" 217 

" 529 

" 609 

"    909 

Powell 417 

"      925 

"      1214* 

Ransch 19£ 

Ridley 114 

Ritch   46 

" : 408 

S 

Sacramento  205-209 

835 

644-646 

2800 

San  Bruno  Road 

"  and  Twenty-eighth 

Sanchez 413 

"       and  Nineteenth 

Santa  Clara  and  Potrero  Avenue ,  . 

Scott 1525 

Sea  Wall , Sec.  2 

"       "     2 

"       "     3 

Second 31 

"      near  Tehama ., 

Serpentine  and  York 

Seventh 28 

157 

" 206 

Shipley 57 

Shotwell 112-114 

Sixth 214 

"     239 


06 


C    83    ] 


Sixth 800     , 

"     and  King 

Spear 28-40 

" 114 

"     and  Mission N.  W.  cor 

Spofford  Alley 22 

Stanley  Place 24 

Stevenson 8-10 

"         210-222,  211-245 

622 

"        near  Herman 

Steuart 206 

Pier  5 

Stockton 7£ 

14 

21 

25 

190 

226 

" 310 

811 

912-924 

1120 

1227 

1228 

1901 

"        2010 

Sutter 306 

"       310 

"       636 

"        712 

"       713 

"       502 

»       2221 

"       2409 

T 

Taylor 106-110 

«       1307 

"        1511-1513 

Tehama 438 

«       447-449 

Third  6-46 

"       40-58 

"       120-122 

"       326 


[    84    ] 


Third. 


Trinity; 
Turk  .-. 


360 


Twenty-ninth . 
Twenty-second . 


368 

...  30 

23 

...  32 

1517 

...  21 

316 

...  52 

316 

...  44 

325 

...  73 

332-334 

...  71 

427 

...  22 

213 

...  32 

Utah.. . . 107-109 


"V 


Valencia 

Vallejo 

"      and  Stockton . 

"  Street  Wharf- 
Van  Ness  Avenue . . . 
Varennes . .. 


~w 


Waller 

Washington 


Waverly  Place. 
West  Msssion . . 


York 


and  Twenty -second 

bet.  Twenty-second  and  Twenty-third. 


Zoe. 


45 


1100 

...  27 

1007 

...  64 

...  62 

...  59 

216 

...  39 

15 

...  24 

221 

. . .  56 

317-323 

...  45 

545-547 

...  21 

809 

...  71 

826-828 

...  25 

829 

S41-S47 

...  53 

737 

...  57 

811 

. . .  6@ 

2423 

...  70 

6 

. . .  r>:> 

59 

. . .  67 

1009-1031 

. . .  33 

S.  W.  cor 

. . .  33 

. . .  33 

1>— rear 

. . .  56 

28-30 

. . .  50 

